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Introduction: The nation in crisis 


America in the mid-nineteenth century was 
@ nation of conflicting ideological and 
cultural identities attempting ta forge out of 
its agrarian traditions and industrial impulses 
a republic that remained committed to the 
ideals of its founding fathers. Bound by a 
commen belief in freedom and 
independence as realized through democratic 
principles and republican virtues, Americans 
came to believe that their nation was God's 
chesen nation, However, although the 
country had been unified for more than 

40) vears, political, economic. social, and 
cultural differences stretching back to the 
nation’s origins brought about a crisis for the 
young republic in (861, 


The development of an 
industrial society 


In the early nineteenth century, the United 
States was predominantly an agrarian society. 
Land was fundamental toe freedom, 
self-sufficiency, and independence. Most 
Americans believed that owning land and 
tilling the soil nurtured freedom and 
independence, and that those without land, 
envaged primarily in manufacturing, posed 
the greatest threat to that freedom. Se lang 
as land was plentiful. Americans believed, 
they could maintain the virtues granted 
them as the rightful beneficiaries of 
republican liberties. They could therefore 
escape poverty, dependency on others, and 
overpopulation produced by a manulacturing 
society. Thus. the desire to own Jarnd was at 
the core of the initial republican vision, as 
conceived by revolutionary leaders such as 
Thomas Jefferson. 

Few Americans of Jefferson's generation, 
however, could have imagined that the quest 
tor dani that sparked the seithement of the 


west would actually accelerate rather than 
deter urban and industrial development. The 
very nature of the migration west was as 
much a cause as it was a consequence of the 
ideological cditferences and sectionalism that 
prevailed in the decades before the Civil War. 
Significantiy, the migration and settlement 
of the west transformed an agrarian society 
that defined itself as a virtuous farming 
republic into an industrial society that came 
to accept the free-labor ideology as 
paramount in achieving republican dreams 
of a truly free and democratic society. 
Beginning in the 1820s, westward 
expansion flawed along America’s natural 
arteries, such as the Ghia and Mississippi 
Rivers and their tributaries, which allowed 
western farmers to channel goods south ta 
New Orleans. After the 1830s, however, 
steambaats, canals, and railroads redirected 
western trade to the flourishing urban 
markets of the northeast. By the 1850s, over 
60 percent of western foodstuffs were being 
shipped to the east. The cumulative impact at 
more effective transportation resulted in 
widening market opportunities. 
Simultanecnusly, the small manufacturing 
initiatives shifted from artisan shops to small 
factories, and merchant capitalists in the 
northeastern cities assumed the lead in 
organizing production for the expanding 
markets. In the four decades betore the C1vil 
War, urbanization and manufacturing 
reinforced each ather in their growth patterns 
and came to shape the character of the Nortlt. 
Although Southern witites moved west [ar 
basically the same reasons that Northerners 
did. the consequences of their move were 
different because of the presence of slavery. 
The cotton industry was directly linked to 
the size and substance of slave plantations. 
Between 1790 and 1860, cotton production 
exploded from 3,000 hales to 4,500,000 


bales. Like the farmers of the Old Northwest 
who responded optimistically to market 
opportunities, planters and ambitious 
slaveholders responded to market incentives. 
Still, the slaveholder had little incentive to 
invest in labor-saving machinery and instead 
invested in land and slaves. 

The antebellum wests, North and South, 
plaved integral roles in the economic 
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development of the nation because they 
were linked ta eastern markets. By the 1840s, 
the west had become a principal market for 
eastern manufactured goods and provided 
the cheap foodstuffs that fed the increasing 
nuanbers of factory workers who were being 
pulled to northern cities by employment. 
Cotton accounted for over 50 percent of the 
value of all American exports after the 
mid-1830s. More Lhan any other commauity, 
cottan paid for American imparts and served 
as the basis for national credit. Still, as the 
northeastern economy continued to develop 
and diversify, the economy of the South 
remained predominantly agrarian. 





These east-west connections brought 
about by economic changes galvanized and 
shaped antebellum American culture and 
spawned 4 transportation revolution that 
brought not only numerous Americans into 
ihe market place, but also mew expectations. 
The revolution in transport encouraged 
economic diversification, ethnic diversity, 
and an emphasis on free labar. These gave 
rise to an American middle class 
characterized by a materialism and moralism 
that sought to democratize the market place. 
Midd!e-class ideals harmonized with the 
Protestant work ethic to shape an 
environment conducive to capitalist 
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expansion. Chis Protestant ethic prompted 
many Northerners to embrace reform 
movements that sought to regulate society 
by helping persons who lacked self-control. 
By the 1850s, they had targeted the 
containment of slavery as one of their 
primary interests, 

The South was largely untouched by the 
social and ideological consequences of the 
market revolution that spawned a middle 
class and its reforming zeal in the North. 
Though there was a small aspiring middle 
class of merchants, professionals, and 
tradesmen in the South, the region was 
bound to an agricultural slave society that 
repudiated the concepts of self-restraint and 
the celebration of the wage earner. 


The challenge to slavery 


Ina republic that lacked anv uniform 
concept of citizenship, an interpretive 
consensus of the Constitution, and a large 
standing army and navy, and where liberty 
and slavery coexisted, perhaps the only 
clearly defined aspect was that states 
possessed the exclusive rights to regulate 
slavery within their jurisdiction. By 1820, 
however, even those rights were being 
challenged. The congressional sessions of 
1819 and 1820 concerning Missouri’s 
admission to the Union as a slave state 
attested to the unsettling aspects of 
territaria] expansion. The debates over 
slavery brought Northern frustrations about 
the institution to a climax and far the tirst 
time disclosed 2 bipartisan Northern 
majority determined to contain the 
institution. The conclusion of the debates 
produced the Missouri Compromise, which 
admitted Missouri as a slave state and Maine 
as a free state. Stijl, Missauri’s southern 
boundary, the infamous 36-30 line, was 
extended westward through the remainder of 
the Louisiana Purchase territory. Above the 
imaginary line slavery was prohibited and 
below it the institution was permitted. 

The combination of the financial panic of 
1819 and the Missouri Compromise forced 
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The antebellum South was a land of prosperous cotton 
plantations. Even after the war, cotton remained king of 
agriculture. (Edimedia) 


the fracture of the Republican Party. What 
emerged in its place was a Democratic Party 
that spoke to those who considered 
themselves victims of the ever-changing 
market place, and a Whig Party that spoke to 
those who considered themselves the 
winners or benefactors of the changing 
market place. By and large, Democrats, 
largely rural, championed a negative use of 
the government in the economy, attacked 
banks, opposed tariffs, and wanted to be left 
alone in their manners and morals. Whigs 
promoted a favorable and progressive use of 
the government in promoting economic 
change, and endorsed banks, higher tariffs, 
and free labor. 

Ironically, in the pre-Civil War decades, 
these conflicting beliefs formed a strong 
concept of Union by averting the problems 
that threatened to dissolve it. However, they 
also allowed a significant degree of sectional 
strife to emerge. In 1832-33, in response to the 
tariff of 1828, South Carolina Planters led by 
John C. Calhoun forced a theory of 
nullification on the presidency of Andrew 
Jackson, whereby an individual state could 
nullify a federal law: that is, declare the law 
void within its borders. A crisis was averted as 
both sides compromised and claimed victory, 
but the significance of nullification was that 
Southerners came to believe they were a 
permanent minority. On the heels of Nat 
Turner’s bloody slave uprising in Southampton, 
Virginia, in the summer of 1831, Southerners 
convinced themselves that their worst fears 
were before them. In the context of the 
Missouri Crisis, the Southern populace came to 
believe that the horror of losing independence 
could not be escaped. Concern over economic 
decline, combined with alarm over slave 
uprisings and the rise of abolition in the North, 
encouraged several Southern states to tighten 
slave codes and pass laws to suppress 
abolitionist speeches in the South. 

The expansionist impulses of Americans, 
or ‘Manifest Destiny’ as it came to be known, 





continued in the 1840s with the admission 
of Florida and Texas as slave states. The crisis 
over Texas’s admission erupted in a war with 
Mexico that lasted two years and ended with 
the acquisition of Mexican territory. By 
gaining a land mass that nearly doubled the 
size of the United States, Americans faced 
the continuing dilemma of making the 
Federal government responsible tor 
protecting the baggage of slavery that 
accompanied expansion. 

By mid-century, American republicanism 
was facing a national crisis. The acquisition 
of Mexican land forced Americans to consider 
whether the newly expanded Union would 
be one with or without slavery. Land was 
losing its value in terms of promising 


freedom and self-sufficiency because the 
freedom to earn a wage was gaining national 
prominence. Because the Democrats were the 
primary spokesmen for the original definition 
of freedom and advocates of the farmers, 
they came to the defense of Southern 
traditions. Whigs, on the other hand, came 
to view property as something earned in 
competition and supported free labor. As a 
prewar Whig, Abraham Lincoln espoused the 
virtues of free labor, remarking that ‘There is 
no such thing as a man being bound down in 
a free country through his life as a laborer.’ 

In general, beginning in the 1840s, 
Northerners viewed the South as an 
impediment to realizing the full democratic 
principles that the market had to offer. Most 
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anti-slavery Northerners opposed slavery not 
because of its effect on blacks, but because of 
the institution’s effect on whites. It degraded 
the value of free labor. Southerners, however, 
came to believe that their fundamental rights 
were being usurped because they were a 

political minority. The Wilmot Proviso, 


which in 1846 unsuccessfully attempted to 
prohibit slavery in the territories, confirmed 
Southern fears that individual rights were no 
longer a constitutional matter, but a political 
matter. The emergence of the Free-Soil Party 
in the election of 1848, which promoted the 
containment of slavery, also helped to 
confirm these fears. 

By the 1850s, Americans were searching 
for common ground that no longer existed 
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in their political culture. Such a center had 
deteriorated through the accelerated pace of 
economic and social change after 1815 and 
the emotionally charged reactions to that 
change as a series of threatening 
conspiracies. The Compromise of 1850 was 
representative of the nature of congressional 
responses, attempting to placate both 
Northerners and Southerners. Although it 
admitted California as a free state, which 
offset the balance in the Senate in favor of 
Northern states, it also imposed a tougher 
Fugitive Slave Act. In many respects the 
Compromise of 1850 was at best an armistice 
to an American political culture attempting 
to wrest itself from permanent divisions 
along sectional lines. 

The publication in 1852 of Uncle Tom's 
Cabin, a best-selling anti-slavery novel by 
Harriet Beecher Stowe, further intensified the 
emotionally charged atmosphere 
surrounding slavery. It hardened Northern 
middle-class attitudes regarding slavery’s 
incompatibility with the nation’s democratic 
principles. So popular and offensive was the 
book that, at one point during the Civil War 
when Abraham Lincoln finally met Harriet 
Beecher Stowe, he referred to her as ‘the little 
lady who made this big war.’ 

Sectional tensions erupted in 1854 when 
the Kansas—Nebraska Act repealed the 
Missouri Compromise and allowed the 
ambiguous concept of ‘popular sovereignty’ 
(let the people of the territories decide) to 
settle the question of whether or not slavery 
would exist. When it passed, Illinois Senator 
Stephen A. Douglas prophesied that the 
Kansas—Nebraska Act would ‘raise a hell of a 
storm.’ Although it opened the landscape for 
the construction of a transcontinental 
railroad, it signaled the collapse of the Whig 
Party, served as a catalyst for the new 
Republican Party, and was instrumental in the 
growth of the one-party Democratic South. 

In 1857, the Supreme Court attempted to 
settle the issue that Congress had failed to 
solve. By ruling in the Dred Scott case that 
Congress had no right to single out slave 
property for prohibition in the territories 
(areas owned by the US government but not 


yet divided into states), the Court endorsed 
what Southerners had believed all along — 
slavery was protected by the Constitution. 
Many Northerners concluded that politically 
a slave power did exist and that it had won a 
triumphant victory over the forces of free 
soil and free labor. 

The issue of the territories was so central 
to the future of the republic and had become 
so politicized that the religious culture 
divided into factions. Church members came 
to believe in an anti-slavery God in the 
North and a pro-slavery God in the South. As 
institutional centers fragmented, the election 
of 1856 signaled a departure from an 
American culture forced to compromise 
repeatedly on issues of vital significance to 
the nation’s future. Although James 
Buchanan won, the Democrats became 
unavoidably divided. Republicans employed 
the rhetoric of complete prohibition of 
slavery in the territories, and many white 
Southerners interpreted this as simply a 
disguise for the true intentions of the party 
to eventually abolish the institution. 

In the debate over the territories, both 
parties claimed to be defending republican 
standards of individual freedom, liberty, 
honor, and moral righteousness. Yet, such 
fundamental disagreements, whether moral 
or political, over how these standards should 
be applied to the problems confronting the 
nation gave rise to hardening perceptions 
both of themselves and of each other by 
Northerners and Southerners. They became 
consumed by seeing one another as enemies. 

By the end of the 1850s, hardened 
perceptions, emotionally charged legislative 
disputes, and vicious recriminations cast a 
mold of uncompromising attitude. In 1858, 
running for the Illinois senate, Lincoln 
perhaps best summed up the young 
republic’s crisis in his famous ‘House 
Divided’ speech. ‘I believe this government 
cannot endure, permanently half slaves and 
half free,’ he concluded. The Civil War that 
erupted in 1861 revealed that Southerners 
and Northerners were fighting to preserve 
the fundamental patterns and practices of 
their economic and social life. What 


Americans had failed to solve during 
peacetime, they would now settle by war. 


A modern war 


In many respects, the Civil War was a 
watershed in the history of warfare, as it 
ultimately took shape as a total or modern 
war. The warring sides voiced the rhetoric of 
ideology and cause, they employed 
conscription, simplified strategies and tactics 
to create armies of unparalleled size and 
power, and they used these armies to strike at 
the enemy and destroy their possessions. At 
first, Northern commanders anticipated a 
limited, short, and bloodless war that would 
restore the Union without alienating the 
Southern populace. They attempted to 
quickly prevail by blockading Southern ports 
and by capturing principal cities, including 
the Confederate capital, Richmond. By the 
end of 1861, however, Northern political 
leaders had come to believe that Union 
armies were actually losing the war because 
they were trying to win the peace. 

Perhaps more than any other aspect of 
the war, rifled weapons gave rise to a longer 
and more protracted war. These rifles gave 
the armies a defensive advantage, and 
Northern soldiers soon realized that they 
could neither easily destroy Southern armies 
nor capture fortified positions. By early 1862, 
commanders fully understood the lethal 
implications of such firepower, at a time 
when Northern political leaders came to 
embrace an expansive war to bé waged 
against the South’s institutions. Northern 
political leaders and commanders sought not 
only to reduce Confederate forces in 
campaigns of attrition, but also to deplete 
the South’s ability to wage war by liberating 
slaves, destroying the region’s farms and 
factories, and most significantly, breaking 
the spirit of the Southern people. 

The Civil War ravaged the American 
landscape for four years and instead of 
conserving the old America it steadily and 
profoundly reshaped the political, economic, 
and social contours of the nation. By the 
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South Carolina Senator John C. Calhoun, who devised the 
theory of nullification, was also an ardent defender of 
slavery. ‘| hold that in the present state of civilization; he 
once argued, ‘the relation now existing in the slave-holding 
states between the two [races] is, instead of an evil, a 
good — a positive good. (Ann Ronan Picture Library) 


time it ended, the original American republic 
was gone. The postwar republic would be 
carved out of a world that the war made. 

This third volume devoted to the American 
Civil War in the Osprey Essential Histories 
series focuses on the war in the Western 
Theater from the outbreak of the conflict to 
the surrender of Vicksburg, Mississippi, in July 
1863. The region in which this war was fought 
stretches from the Appalachian Mountains 
west across Kentucky, Tennessee, Alabama, 
Mississippi, Louisiana, and across the 
Mississippi to Missouri and Arkansas. During 
the first two and a half years, the struggle for 
the Confederate heartland in the west was 
two-dimensional. As the Union and 
Confederate armies fought one brand of war 
to gain territory and defeat one another, the 
Southern residents and Union soldiers fought 
a different kind of war to maintain supremacy 
in the occupied zones. 
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Chronology 


1820) 


L828 


1836 


1845 


Missauri Compromise divides the 

LS territery into free territory and slave 
territury 

South Carolina politician fohin Cathaun 
urges nullification in respanse to the 
L828 tariff 

Congress actopts the Gag Resolution an 
slavery 

Texas and Florida are admitted to Uw 
inion 


184648 War against Mexico 


1846 


1850) 


1852 


L854 


1857 


L859 


1860 


186] 


lennsylvanian Congressman David 
Wilttat issues a proviso prohibiting 
Slavery trom territory acquired 

from Mexica 

Compromise ol LBS) settles territorial 
issues and enacts a tough Fizitive Skive 
Law 

Publivation of Harriet Beecher Stowe's 
Lerche fuarae’s Candee 

fissave of the Kansas—Nebraska Act 
repeals the Missouri Compromise 

US Supreme (Court rules that Dred 
Scott is neti citizen and Congress is 
powerless to prohibit slavery in the 
terretories 

Jahn Brown raids the federal armarv 
and arsenal at Harpers Ferry in 
anticipation of arming Virginia slaves 


6 November Abraham Lincoln is 
elected President 

20 December South Carolina secedes 
from the Union 


9 Januaryv-I February The remaining 
six states of the Lower South secede 

$ February-tt March Convention of 
delegates from tne secected states in 
Stontgomery, Alabania. writes a 
cormstitution anu selects leffersan 
Davis and Alexander H. Stephens cs 
provisional President and 


Vice-President of a Confederates States 
Of America 

4 March Lincoln is maiupurates! us 
President 

12-14 April Contederate bombarcdinent 
results in the surrender of Fort Sumter 
15 April Lincoln calls for 73.04) 
volunteers lo suppress Ue rebellion 

1? April June Virginia, Fenmessce, 
Arkunsas, and North Carolina secede as 
a result of Linvoli’s call for volunteers 
Il May Camp Jackson affair. 

St Louis, Missouri 

20 May Confederate Congress voles to 
nove national government trom 
Sentgomery, Alabama, to Richmond. 
Virginia; Kentucky declares neutrality 
25 July US Senate passes Crittenden 
Compromise that the Union is not 
fighting to interfere with slavery 

10 August Battle of Wilsorl’s Creek ar 
Oak Hiils, Springfield. Missoun 

30 August John C. Fremont declares 
iartial law and declares slaves in 
Sssouri Fee 

3 September Confederate lorces under 
Gideon Pilkew enter Kentucky, ending 
neutrality im that state 

10 September Confederate Albert 
Sidney Johnston is appointed to 
command Tennessee, Missourl, 
Arkansas. and Kentucky 

1 Novernber George B. MeClellan 
replaces Winfield Scott as General-in- 
Chief of the Armies 

& November lefferson Davis is electeal 
provisional President by the people of 
the Confederacy 

9 November Don Carlos Bueil and 
Henry Halleck are appointed to 
departments in Kentucky and Missouri 
2 December The second session of the 
thirty-seventh US Congress opens 
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19 january Battle of Mill Springs or 
Logan's Cross Roads, Kentucky 

6 February Union gunboats force the 
surrender of Fort Henry, Tennessee 
13-16 February Battle of Fort 
Monelson, Tennessee, results in the 
Union's capture of 15,0KK) Confederates 
26 February Don Carlos Buell captures 
Nashville, Tennessee 

7-8 March Battle of Pea Ridge or 
Fikhorn Tavern, Arkansas 

11 March Lincoln's War Order no. 3 
relieves McClellan as General-in-Chief 
and consolidates western commands 
under Halleck 

6-7 April Battle of Shiloh or Pittsburg 
Landing 

16 April Confederate Congress passes 
the first National Conscription Act m 
American history 

26 April Union gunboats force New 
Orleans to surrender 

30 May Confederates evacuate Corinth, 
Mississippi 

6 June Confederate surrender at 
Memphis, Tennessee 

19 June Lincoln signs a law prohibiting 
slavery in the territories 

11 July Halleck is named General-in- 
Chief of the US Army 

13 July Generat Nathan Bedford Forrest 
captures Murfreesboro, Tennessee 

17 July Second Canfiscation Act 
approved by US Congress 

30 August Battle of Richmond, 
Kentucky, launches Braxton Bragg’s 
invasion into Kentucky 

17 September Battle of Munfordville, 
Kentucky 

19 September Battle of Iuka, 
Mississippi 

22 September Lincoln announces 
preliminary Emancipation 
Proclamation 

4 October Battle of Corinth, Mississippi 
8 October Battle of Perryville or 
Chaplin Hills, Kentucky 

20 October Lincoln orders John 


1863 


MeClernand to raise troops for an 
expedition against Vicksburg, 
Mississippi 

24 October William Rosecrans replaces 
Huell as commarder of Union forces in 
Kentucky and Jerinessee 

24 November Joseph E. Johnston is 
assigned to Confederate command in 
the west 

7 December Battle of Prairie Grove, 
Arkansas 

20 December Confederates under Earl 
Van Dorn raid Holly Springs, Mississippi 
31 December-3 January Battle of 
Murfreesboro or Stone’s River, Tenmessee 


1 January Lincoln issues Emancipation 
Proclamation 

HE January Federal] gunboats capture 
Fort Hindman, Arkansas 

30 January Ulysses $. Grant assumes 
command of the expedition against 
Vicksburg, Mississippi 

25 February US Congress passes the 
National Banking Act 

3 March US Congress passes the 
National Enroliment Act, which 
institutes a national draft 

7 March Nathaniel Banks’ Federal force 
nioves to Baton Rouge to cooperate 
with Grant's Vicksburg expedition 

17 Apri] Confederate Benjamin 
Grierson launches a raid into Mississippi 
to draw attention from Grant's 
expedition 

24 April Confederate Congress enacts 
the Tax-in-Kind Law, which requires 
agricultural producers to give a portion 
of various crops to the national 
government 

1 May Battle of Port Gibson, Mississippi 
14 May Engagement at Jackson, 
Mississippi 

16 May Battle of Champion's Hill, 
Mississippi 

18 May—4 July Siege of Vicksburg, 
Mississippi 

9 July The fall of Port Hudson 





Warring sides 


The North and 
compared 


Mihough some contemporaries of the 
conflict, as well as some Jater scholars, 
claimed that the war was inevitabic, neither 
iide had prepared for the conflict. Neither 
Northermers nor Southerners could foresee 
the consuminy force of mobilization that 
affected both men and materials. 
Secessionists were, however, correct in 
believing that the South had been reduced to 
minority status. The fact that 23 states, 
including four border slave states, supported 
the Union and only 2] states jaeined the 
Confederacy was confirmation alone of the 
accuracy of that perception, 

With a total population in the United 
States of roughhy 31-5 million people, once 
the political lines were drawn the Union 
conniprised about 22.5 million people, of 
whom 3.5 million constituted a manpower 
pool for the armed forces. The Contederacy 
cantained slightly over 9.1 million persons. of 
whom 3.5 million were slaves, leaving a 
manpower pool of roughiy ] million available 
for the armed forces. This canstitutect abut 
45 percent of the white population of military 
age serving in the Leonie ares, 

Tie 4+ to | edge in manpower was 
matched by same significant material 
contrasts between the Narth arial South, 
Industrially, the North out-produced the 
South i0 to 1 in gross Value of 
manufacturing. The Tredegar fron Works in 
Richmond. Virginia, was the Contederacy’s 
only majer industrial factory. Tredegar’s 
existence strengthened the Confederacy’s 
Will to detend its capital, The North's 
facturtes Manufactured 97 percent of the 
Hation’s fireatms anid 96 percent of its 
railroad equipment. In the production of 
lpcomotives and fireatms, the Union 
advantaue was in excess of 24 to L. Whether 
Measured by the size of manutacturing of 
manpower, the ability to replace or replenish 


South 


industrial equipment destroved in the 
course of the war clearly favored the North, 
Moreover, a majority of the country’s 
textiles, shoes, iron products, and coal, corn 
and wheat came from Northern factories. In 
addition, the number of financial 
institutions and the value of bank deposits 
also favored the Union roughly 4 to 1- 
Even in farm production the Northern 
states overwhelmed the Confederacy, as a 
majority of the citizens Ulled the soil for a 
living. Northerners tilled 75 percent of the 
country’s farm acreage, tended 60 percent of 
the nation’s livestock, and harvested nearly 
7O percent of its carn and 80) percent of its 
wheat. As the progress of the war upset 
Southern output, Northern farms managed 
tu increase productivity, despite [nosing 
workers to the army. The Confederacy 
graoduced enough to meet minimal needs, 
but disruption along the rivers and rails 
caused shortages in many places. Meanwhile, 
the Narth produced a surplus of wheat for 
export at a time when drought and crap 
failures in Europe created a critical demand. 
Wheat became king during the war and 
supplanted cottan a5 the nation’s majar 
export, becoming the chief means of 
acquiring foreign money and bills of 
exchange to pay for imports from abroad. 
The Norti’s advantage in transport 
weighed heavily as the war went on. The 
Lnion had more wagons. horses, mules, and 
ships than the Contederacy, and an 
impressive edge in railroads of 2 to 1. The 
discrepancy was even greater, tor Southern 
railroads were mainiy short lines built to 
different gauges, and had few replacements 
far rotling stock that frequenily broke down. 


The Confederacy had only one east-west 


connection, between Memphis and 
Chattanoova. The latter was an important rail 
hub with cotine tions through Knoxville, 
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into Virginia and down through Atlanta to 
Charleston and Savannah. Western farmers 
found numerous outlets to the eastern 
seaboard during the war, which lessened their 
dependence on the Mississippi River. 

Perhaps the Union’s greatest advantage was 
its potential to harness effectively the war 
machine that its economic superiority allowed 
it, since it was able to use and replenish war 
materials effectively if the war was long. 
Though small in number and pathetically 
underequipped, the Union began with at least 
some semblance of a professional army and 
navy. At the outbreak of the war, the United 
States army had 14,000 soldiers and 42 ships. 
The Confederate government, on the other 
hand, was forced to create in the midst of the 
war not only an army and navy, but also the 
industrial base to produce such entities. 

Still, several factors served to reduce the 
material superiority of the Union and favor 
the Confederacy. The sheer size of the 
750,000 square miles (nearly 2 million km”) 
of the Confederacy alone proved ominously 
perplexing for the Union. History provided 
lessons that countries far smaller than the 
Confederacy could successfully win or 
maintain their independence against invaders 
with larger armies and more material 
resources. The landscape was not only vast 
but also diverse, which made penetrating the 
interior of the region more complicated the 
further south Union armies traveled. If the 
Union were to attempt invasion over land or 
by sea, which stretched for 3,500 miles 
(5,600km), this could be difficult. Control of 
rivers and rails as well as strategic junctions 
meant that large armies would have not only 
to defeat the enemy, but also to occupy 
significant portions of the land to secure 
what they had conquered. The early 


This hand-colored lithograph of the Union high 
command reveals the stark contrast between George B 
McClellan and Winfield Scott. who sit on opposite sides 
of a council of war. Portrayed here from left to right are 
McClellan, Silas H. Stringham, Irvin McDowell, Franz Sigel, 
John E. Wool, John A. Dix, Nathaniel Banks, Samuel F 
Heintzelman, Scott, Robert Anderson, John C. Fremont, 
and Benjamin Butler (Anne S. K. Brown Military 
Collection, Brown University Library) 


campaigns in the west would necessitate 
changes in how Union armies conducted 
themselves as occupiers of Southern soil. 
Union soldiers had to protect supply lines, 
transportation and communication centers, 
and pacify the citizenry while administering 
loyalty oaths and protecting Southern 
Unionists from Confederate retribution, 

The second advantage for the South was 
the defensive nature of the war itself. The 
Confederacy’s primary strategic goal was to 
defend the territory that it held at the 
outbreak of’war and to prolong the conflict 
until the Union grew weary of war and 
acknowledged Confederate independence. 
Unlike the Union, which sought the political 
objective of reunion, Southerners did not 
have to subjugate Northerners. Victory 01 
even stalemate on the battlefields would 
more than likely have resulted in the 
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Canfederacy’s. independence. The Northern 
aims of conquest required far more troops 
than the defensive war pursued by the 
Confederacy. Fighting against invasion 
tended to elevate morale and also allowed 
the armies the advantage of utilizing the 
topography that was familiar to them. 

The third major factor that enabled the 
Confederacy to reduce the material odds 
against its armies was the presence of slavery. 
Southern whites concluded that the slaves 
themselves provided a decided military 
advantage. They freed up considerable 
manpower to fill the volunteer ranks, provided 
the unskilled labor left behind, produced the 
foodstuffs, worked as laborers, teamsters, 
boatmen, and cooks, and were responsible for 
repairing railroads and bridges, and 
reconstructing cities destroyed by Union 
armies. Still, even with the assistance of slaves, 


roughly 75 percent of Southern white males of 
military age served in the Confederate armies. 

Perhaps more influential in determining 
the war’s outcome than material imbalances 
and geographical advantages were the soldiers 
and commanders themselves. Although many 
commanders North and South shared an 
identical military heritage, more often than 
not generals alone could determine the 
difference between success and failure. To 
sustain a total commitment to the cause 
required eftective leadership, not only from 
Washington or Richmond but also from the 
ranks. Although Lincoln and Davis shared 
some military credentials — Davis was a 
graduate of West Point and participated in the 
Mexican War, and Lincoln had served in the 
Black Hawk War of the 1830s — neither man 
was prepared for the daunting task required of 
a commander-in-chief during wartime. 





While Davis was hardworking and 
eominitted tu the cause, his temperament was 
not well suited ta his new post. He possessed a 
weakness for friends and gave them special 
consideration, sometimes against his better 
judgement. He took his role as commander-in- 
chief literally and frequently interfered with 
vomunanders. To further complicate his task, 
Davis faced an institutional crisis. Becatise the 
Confederacy had been founded on the 
ideology of states’ sights, the demands of war 


would require that he strengthen the authority 


of the central government beyond anything 
that the South would accept. Lincoln, on the 
other hand, was a shrewd judge of character 
and was not as proprietary over his generals of 
armies. Leading a nation instead of states 
greatly advantaged him in controlling 
Northern armies. Although frequently tite 
target of scathing attacks, Lincoln never 
wavered in his ability to see the larger political 
objectives of the war and scidom allowed 
personal feelings to blind him. “This is 
essentially a People’s contest, he asserted at 
the beginning of the war, and he never let the 
populace or the commanders forget this tact. 
Although economic factors dictated thiutt 
Europe, particularly Great Britain, stay out of 
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the contest, so did considerations of power 
politics, despite the fact that the British 
imported more than 80 percent of its cotten 
from the American South. British officials 
recognized the legality of the Confederacy as 
well as the legality of the Union blockade, 
but the North probably benefited more from 
Britain’s neutrality than the Confederacy. 

in the end, the verv nature of the Civil 
War would reveal much about the societies 
waging it, It was indeed a ‘people’s contest’, 
and essentially the military regiments were 
sinall communities at war. Ultimate victory 
would be won by the nation that effectively 
marshaled its resources, maintained popular 
support for the war, developed a strategic plan 
that blended political and military objectives, 
anal possessed the econamic endurance to 
stay the coursy. The fact that thev would 
come ta believe much about themselves 
through the experience of war was as much a 
COMseQHUNCE as it Was a cause Of Wal©. 


Outbreak 





A nation at war 


The combination of financial depression 
resulting from the panic af 1857, the 
Supreme Court’s Dred Scott culing, and the 
crisis in Kansas lJaomed ominously over the 
Buchanan administration, In October 1859, 
however, his presidency suffered another 
biow. John Brown, who had made the cause 
of anti-slavery his never-ending crusade, 
attempted to single-handedly purge slavery 
from Virginia. On 16 October, Brown and his 
small band of tallowers raided and seized the 
small government arsenal at Harpers Ferry. 
Virginia, in an attempt to arm the slaves and 
launch an insurrection against sjJaveholders. 
Two davs later Robert bE. Lee arrived. 
accompanied by a detachment of Marines. 
They surrounded the arsenal and either 
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killed or wounded the vigilantes associated 
with Brown. Brown himself was captured, 
tried for treason, and hanged on 2 December. 
Despite his failed attenipt, Brown would 
be forever martyred for the anti-slavery 
cause. Republicans scurried to cisassociate 
themselves from Brown's actions. Still, it 
became evident that Brown's scheme had 
been supported by a small group of Boston 
abolitionists, who came te be known as the 
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Secret Six. Though not one of the six, 
abolitionist Wendell Phitlips supported 
Brown. proclaiming, ‘[Virginial is a pirate 
ship, and John Brown sails the sea a Lord 
High Admiral of the Almighty with his 
commission to sink every pirate he meets on 
God's ocean of the nineteenth century.’ 
Brown's attempt and the elevation of him fer 
his sacrifice to the abolitionist cause 
incensed Southern whites. 

In this rigid atmosphere of gridlock 
politics and rule-or-ruin attitudes came the 
election of 1860. Democrats convened in 
Charleston, South Carolina. Failing to win a 
majority of non-slavehoiding Democrats to 
their side in the legislature, the Southern 
extremists chose instead to emphasize 
secession if a Republican were elected the 
next president. Led by William L. Yancy of 
Alabama, they boldly demanded that the 
party endorse the protection of slavery in the 
territories in its national platform. If thetr 
demand was rejected, they were prepared to 
leave the convention. The North's nyost 
popular Democratic candidate was Stephen 
A. Doulas, who, seeking to contend for 
Northern votes against the Republicans, 
rejected the slave plattorm. The Lower South 
dvulegates left the convention. In June, when 
the party reconvened in Baltimore, the 
segular Democrats finally nominated 
Douglas. Southern Democrats meanwhile 
nominated Kentucky slaveholder Jahn C. 
Breckinridge and endorsed a platform that 
included a federal slave code. 

As the fractured Democratic Party battled 
over its nominatian for president, die-hard 
Whigs and Know Nothings {an anti- 
iminigrant party) formed the Constitutional 
Union Party and nominated Tennessean 
John ©. Bell for president. Bell was a life-lang 
Whig and his party adopted a platform that 
pledged its support for the Union and a love 
of the Constitution. The party appealed 
primarily to Upper South states, whose 
citizens simply wanted to avoid any conflict 
that would force them to choose between 
loyalty and jacality. 

The Republicans convened in May in 
Chicago and nominated Abraham Lincoln as 
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their presidential candidate. An ex-Whig 
who had been out of politics tor more than a 
decade, and who had few enemies, Lincoln 
appeared the pertect choice. The Republicans 
endarsed a olaiferm that focused on 
economic issues and promised a better 
future. BY advocating its opposition to the 
spread of slavery in the territories, and 
supporting it in the states, the party leaders 
could avoid being dubbed the party of 
abolition. However, if a Republican won 

the White Flouse, many Southerners 
concluded, it was simply a matter of time 
hefore the institution of slavery lost its 
constitutional support. 

The election was a sectionalized contest 
between the North, which held a majority of 
the electoral votes and pitted Lincoln and 
Douglas against each other. and the South, 
which pitted Breckinridge against John Bell. 
Although Lincoln and Douglas accounted tor 
nearly 90 percent of the vote in the North, 
in the South Douglas won only Missouri, 
and Lincoln was not even on the ballot in 
10 slave states. Breckinridge and Bell received 
over 85 percent of the Southern papular vote 
and barely over 10 percent in the North. 
Significantly, however, the Constitutional 
Union candidate, Bell, carried oniy three 
Upper South states - Virginia, Kentucky, and 
Tennessee, In the end, Lincoln received only 
40 percent of the popular vote, but gained 
the North's 180 electoral votes. Still, the 
Republicans had not won control of either 
house of Congress. Shortly after the efection, 
Republican editor and writer William Cullen 
Bryant boasted that ‘the cause of justice and 
liberty has triumphed,’ and although the 
people of South Carolina were making such 
a fuss about the result, Bryant confided, 

‘| have not the least apprehension that 
anything serious will result from it.’ 

Southern tears escalated beyond 
reasonable proportions, however, as Muy 
Southerners interpreted the results as a 
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The election i 1860 
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victory for free labor and an end to slavery. 
Secession appeared the only alternative to 
protest the election. South Carolina, which 
had been embroiled in the nullification 
controversy some 30 years before, was the 
first to act, unanimously seceding from the 
Unien on 20 December 1860. As Congress 
prepared to resportd, six other Lower South 
states would also secede during the course of 
the next six weeks: Mississippi. Florida, 
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Alabama, Georgia, Louisiana, and Jexas. 
Together the states organized the 
Confederate Slates of -America at 
Montgomery, Alabama, in February 1861. 
They elected Mississippian Jefferson Davis 
and Georgian Alexander Stephens as 
president and vice-president respectively, 
Never before in American history had more 
work of such monumental significance been 
done in such little time. One Southern 
newspaper declared: ‘The North and South 
are heterogeneous and we are better apart ... 
we are doomed if we proclaim not our 
political independence.’ 

Before Lincoln was even sivorn in a5 
president, these states adopted a constitution 
and charted a course for complete 
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independence. By casting thentselves as the 
revolutionaries, secessionists legitimized their 
actions and placed themselves in the role af 
the defenders of individual liberties. 
Secessionists effectively portrayed 
Republicans as symbols of threatening 
economic and social change, and greedy 
capitalists intent on forcing Southern whites 
into wage slavery. With Lincoln about to 
take office, Southerners adopted a 
constitution that not only protected slavery, 
but also allowed states more power than the 
Confederate government. 

President James Buchanan meanwhile 
remained in office, content to believe that 
secession was illegitimate. He hoped that 
Congress would produce a compromise, but 
when none was forthcoming, he stagd by as 
the seceded states seized federal forts that 
skirted the Southern caast from South 
Carolina to Texas. Although eight slave states 
still remained in the Union, they vowed to 
remain only as long as Lincoln guaranteed 
the pratection of the institution where it 
existed and pledged not to invade the 
seceded states. 

As Lincoln prepared to take office after 
four long and eventful months, he was 
willing ta allow the stalemate to continue, 
hoping for a solution, perhaps 4 voluntary 
TeEunioOn, perhaps simply more time. 
Lincoin’s inaugural speech placed 
responsibility far the crisis squarely on the 
shoulders of the Cantederates. He made it 
clear that he intended to uphold his 
federal responsibilities by protecting 
federal property, ‘but bevond what may 
be necessary tor these objects,’ he assured 
the Confederates, ‘there will be no 
Invasion. 

Although there were interpretive 
differences over just what the President 
would do, a crisis in Charleston. South 
Carolina, presented him with littic time. One 
of the few remaining federal garrisons in the 
South, Fort Sumter, was in need of supplies 
ar it would have to surrender in six weeks. 
Hoping te give as much time to the peace 
process as possible, Lincoln delaved making 
a decision about the fort. With time running 


out, however, he had to act not only to save 
the garrison but also to legitimize his 
leadership in the crisis. Qn 4 April, Linceln, 
convinced that Major Robert Anderson's 
garrison could no longer hold out, decided 
to resupply Fort Sumter. While both Lincoln 
and Davis haped te avoid being the 
aggressor in the crisis, Lincoln's 
determination now shifted the burden of 
decision to Jeffersan Davis. 

Qn 9 April, the Confederate President 
assembled his cabinet. which decided against 
allawing the tort to be supplied. With federal 
supplies an the way, Davis instructed Pierre 
G. T. Beauregard, commander of the 
Confederate forces in Charleston, to demand 
the surrender of the fert. When Anderson 
refused the ultimatum, Beaurepard’s 
Confederate batteries began shelling the fort 
vatly in the morning of 12 April. The 
bombardment lasted some 33 hours before 
Andersen capitulated, As the victors lowered 
the American flag, the Palmetto flag was 
raised in its place, signaling the shift in 
possession of ihe fort. 

The showdown at Sumter prompted 
Linceln to call for the ioval states to supply 
75,000 militiamen to suppress the rebellion. 
As volunteers flacked to the recruiting 
Stations throughout the North, residents in 
the Lipper South. known as the harder states, 
decided in favay af secession. Lineeln’s call 
far volunteers, as Southerners interpreted it, 
had clearly violated his inaugural pledge, 
and the states of Virginia, Arkansas, North 
Carolina, and Tennessee protested this action 
by voting to join the Confederacy. The 
Confederate capital was moved to 
Richmond. The Union's loss of these states 
ta the Confederacy complicated palitical 
attitudes, and residents were torn hetween 
conflicting lovalties. There appeared to be 
significant pockets of loval support in the 
barder states. particularly those in the west. 
The fact that Kentucky, the native state of 
hoth Lincaln and Davis, attempted to 
remain neutral revealed much about the 
complex interplay between lovalty and 
location, Most at stake were the vital 
resources and manpower of the states, 
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which could clearly tip the scaies between 
victory and defeat. 

With 11 slave states gut of the Union, the 
American republic had succumbed to the 
fundamental conflict it had wrestled with 
since acquiring independence from Creat 
Britain. Clearly the idealogical and potitical 
struggle to maintain the diverse cards of 
slave labor and free labor as well as states’ 


rights and federal supremacy had been 
weakened as they plaved out on a number of 
stapes in the decades before the war. Now 
they had brakes, and the Union would 
never be the same. ‘Civil War is treely 
accepted everywhere,’ declared a Bostonian a 
week alter the firing on Fort Sumter. 

[nileed it was and as Orrin Mortimer 
Stebbins, a Pennsylvania schoolteacher 
concluded, ‘We live in an ape of rebellion ... 
Ecan only sav that [ live tor the Stars and 
Stripes, aad for tent fant ready to tie? The 
teur long vears that follawed would be 
evidence that the United States was ina 
defining period. 


The fighting 





Struggle for the heartland 


The Western Theater, delineated by the 
Appalachian Mountains in the east and the 
Mississippi River in the west, also included 
the states of Missouri and Arkansas. The 
states that were most perplexed about how to 
proceed at the outbreak of war included 
Kentucky, Tennessee, and Missouri. The fact 
that the Ohio and Mississippi Rivers, as well 
as two significant tributaries, the Cumberland 
and the Tennessee, flowed through this 
region made it all the more significant as a 
war zone. ‘Whatever Nation gets ... control of 
the Ohio, Mississippi, and Missouri Rivers,’ 
concluded Union General William 
T. Sherman, ‘will control the continent.’ 

This region was settled largely by 
Southerners, but it was tied geographically and 


The Western Theater of war 
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economically to the Ohio and Mississippi river 
valleys. This meant that economic exchanges 
with Northern markets were commonplace 
and thus a shared regional identity took shape 
in the pre-Civil War decades. Nowhere were 
loyalties more divided and the term a 
‘prother’s war’ more applicable than in the 
west. John L. Crittenden, the Kentucky 
politician who proposed the Crittenden 
Compromise months before, would have two 
sons who fought on opposite sides. 
Volunteers came from all over the United 
States and filled the ranks of both armies as 


Note the maze of rivers and railroads that afforded 
Union and Confederate armies strategic avenues to 


campaign in the west. 
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saunas the war broke out, some 

700,000 men mustered into the Northern 
armies during the initial months of the war. 
Most enlisted for three vears’ service. Out of 
approximately ] million white males of 
military age, the Confederate Congress called 
on 300,000 men to enlist, which inspired 
hundreds of thousands to muster into 
service, Roughly 40 percent signed up for 
three vears and the other half enlisted 

for 12 months. 

Companies of 100 soldiers constituted the 
primary unit of organization on both sides. 
Theoretically, 10 companies made up a 
regiment. four Gr more regiments comprised a 
brigade, two or more brigades comprised a 
division, and two or more divisions comprised 
a corps. Companies and regiments were 
frequently raised fom single communities 
and their officers were typically leaders in 
those communities. Officers with experience 
or education were frequently commanders of 
brigades, divisions, corps, and armies. 

AS armies began to take shape, so did 
military strategy. Reunion of Northerners 


and Southerners was the principal goal of 
Northern political and military leaders. 
Preservation of the Union was paramount to 
Union war aims, and politicians and 
commanders planned to fight a limited war 
tor limited goals. By pledging to protect 
noncombatants anu bv respecting their 
canstitutional guarantees (a strategy 
intended ta attract Southerners back to the 
Unions, the Union army could concentrate 
on fighting the Confederate army. But 
hetween 1861 and 1863, the means for 
obtaining reunion changed dramatically. The 
experience of fighting in the west brought 
ahout fundamental political and military 
changes that shifted and broadened Union 
war aims. Over time, winning the war 
became mere important than winning 

the peace. 

General-in-Chief Winfield Scott initially 
devised a strategic plan for the Union. The 
‘Anaconda Plan,’ as it was known, called for 
Union furces to move down the Mississippi 
River and split the Confederacy, while 
biockading Southern ports in an attempt to 
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strangle the economy, Scott's plan would 
require 300.900 well-trained men and would 
take two years to comptete. Political and 
popular pressure to get the war moving, 
however, forced Scott to reconsider his 
overwhelming invasion plan. Still, using the 
waterwavs to strike at the Confederacy 
would ultimately prove ta be a great 
advantage for the Union. 

Because slavery and states’ rights were 
central to Southern life, the Confederate war 
effort struggled with building a nation 
founded on these beliefs while attempting to 
fight a war that did not necessarily serve 
these interests. To wage a war that did not 
deliberately protect slavery and preserve 
states’ rights would diminish popular 
support for the conflict. Confederate political 





and military leaders thercfore sought to wage 
a defensive war. Protection of the South and 

its institutions from invading armies became 
the overall strategy for the war in the west, 


The Union occupies Missouri 


When Kentucky declared neutrality at the 
oulbreak of the conflict, both Lincwln and 
Davis ordered military commanders to respect 
the state’s dubious position. This meant that 
Northern penetration in the west would have 
to skirt Kentucky, and thus Northern 

armies would be forced ta traverse the 
Appalachian Mountains to the east and the 
Mississippi River to the west, neither of which 
seemed feasible in the spring of LBGL. 
Southerners feared that a neutral Kentucky 
might soon fali prev to the Union. Kentucky 
was indeed impartant. ‘[ think to lose 
Kentucky,’ remarked Lincoin with oovious 
concern, ‘is nearly to lose the whole game.’ 
‘Kentucky gone, we can not hold Missoun, 
nor, a5 | think, Marvland. These all 

apainst us, and the job on our hands is 

too large for us.’ 

Whatever Kentucky's importance, while il 
remained neutral, little could be dane in the 
Riuegrass state. Missouri then became all the 
more important for the Confederacy, as its 
border was fst across [he river fram 
Kentucky. Missourians rejected secession in 
March and remained in the Union. but 
considering the heavy pro-South contingent 
int the southern part of the state and along 
the river, war came early to the western state. 
After rejecting Lincaln’s call for volunteers 
in April, the secessionist Governor Claiborne 
Jackson, with the support of the pro- 
secessionist legislature. attempted to seize 
the federal arsenal and federal subtreasury in 
St Lows. On TO May the rival factions came 
to blows at Camp Jacksan, near St Lous, 
where Jackson's militia encamped. Federal 
Captain Nathaniel Lyon, a fiery, anti-slavery 
veteran of the earher skirmishes in Kansas, 
captured the Confederate force and marched 
them through the streets af St Louis back to 
the armenal. An angry pro-South mob 
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gathered and triggered a riot that lett 
78 civilians and iwe soldiers dead and 
dozens more wounded. 

Days later, Lyon and Jackson niet to 
discuss the future of Missouri in the hope of 
avoiding more Dloodshed. The meeting 
ended when Lyon refused to concede to the 
Gavernor’s demands, ‘Rather then 
concede to the Stare of Missouri tor one 
instant the right to dictate to my 
Government in any matter,’ he defiantly 
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remarked, ‘| would see vou ... and every 
man, woman, and child in the State, cead 
and buried. This nieius war 

Ironically, the move to suppress 
Confederate sympathy had in fact fueled 
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war. In the weeks that followed, Union forces 
managed to push Jackson's militia toward 
the southwestern part of Missouri, capturing 
in the process the state capital at Jefferson 
City on 15 June. Lyon and Colonel Franz 
Sigel, a prominent German-American leader, 
pursued with about 5,500 men and occupied 
the town of Springfield. But Lyon’s soldiers 
were at the end of a weak supply line with 
no promise of reinforcements. Soon the 
8,000 secessionist militia led by Major- 
General] Sterling Price were joined by 

5,000 Confederate troops under 
Major-General Benjamin McCulloch. Lyon 
nevertheless refused to retreat and, learning 
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Wilson’s Creek 





Once the secessionists left St Louis, they headed west 


alone the Missouri River until the Union forces caught up 


with them and forced them into the southern part of 


state near Sorinefield. On |Q August | 861, Union 


the st é J AUg 

forces under Nathaniel Lyon fought the Confederates 
under Sterling Price and Benjamin McCulloch 

that the Rebels would soon launch an 
offensive, decided to attack first. 

On 10 August the Union forces struck the 
Southerners at Wilson’s Creek or Oak Hills, 
10 miles (16km) south of Springfield. Lyon’s 
attack was risky, but came close to success. 
The Rebel troops were poorly trained and 
equipped, and Lyon managed to achieve 
surprise with a daring two-pronged attack. 
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A confused savase battle ensued along the 
banks of Wilson's Creek. Lyon's men 
managed to hold their ground, in the face of 
nearly three-to-one odds, until Lyon was 
fatally wounded. The combination of Lyon's 
death and depleted ammunition forced the 
Federals to retreat. Eventually they fell back 
over 100 miles (160km) to Rolla, a railroad 
town that linked them to St Louis. 

Union and Confederate forces both 
suffered roughiy 1,300 casualties in this 
battle. In the weeks that followed, 
Confederates matched into the Missourl 
River valley, and they captured Lexington, 
Missouri, in mid-September. Thus, for a few 
months, Price’s militia controlled half the 
state, The Confederate commander, however, 
s00n discovered that he lacked the 
manpower to hold such a vast region, and in 
October he withdrew again to the southwest 
corner of Missouri. Although they had lost 
the kev battle, the Federals ironically 
managed to hold on to Missouri, although 
their grip was tenuous and remained so until 
the next vear. Throughout the war, Missouri 
was the battleground for continual and 
vicious guerrilla warfare. 


Union advances in Kentucky 





Meanwhile, in Kentucky, while both 
presidents attempted to stecr armies around 
the state, secessionist Governor Beriah 
Magoffin also repudiated Lincoln's request 
for troops. Still, he allowed the Unionist 
levislature to exercise a degree of power 
throughout the summer. Nonetheless, 
recruiting for both sides went on in the state 
until Confederate fears over possible Union 
occupation of the region along the 
Mississippi River forced the Confederates to 
seize Columbus, Kentucky. Major-General 
Leonidas Polk was ordered to seize the 
strategic town, positioned on a high bluff 
overlooking the Mississippi River. Although 
he was prompted to strike because of the 
town’s nulitary inpertance, the politica! 
consequences were monumental. Declaring 
that the Confederacy had invaded the 


=p - _— . ec Rs eee ee ee 
TES SISO a = wom 1s rs . L 





eo ‘opet =e ra tt eee PEST wee epee # 
eS rertak at a0 a reas TD me ea a GT tl 


- ta 4a j sepern rt tp ede 
Souemyted yar Ae ewiregad tre wil fade Pe 


romanian 


wee 
4a, ceed ot 4 .- 
mt aes Bie ee ee er SL 


a 
1 mo Derr et furt yat t= 4 = er4er 
Ae ae. wat: Pes Lh Pee a to 


Bluegrass state, Kentucky's Union authorities 
pledged their support for the Union and 
forced Mayoffin to resign. Federal forces 
under Major-General Ulysses 5. Grant 
immediately occupied Paducah, Kentucky, 
near the mouth of the Tennessee River and 
connected to Columbus by railroad. 
Although the Union held only a thin strip of 
Kentucky’s border, its strategic significance 
Far outweighed its small size. 

Asin Missouri, Union and Confederate 
authorities moved quickly to shore up strategic 
points in the state. Federal forces immediately 
took Louisville, the largest city, and Frankfurt, 
the Kentucky capital, Major-General Robert 
Anderson commanded Louisville until fe was 
replaced in September by Major-General 
William T. Sherman. As Union potiticians 
contemplated how best ta occupy the region 
they now held militarily, significant changes 
were occurring in military personnel, 

in early November, Major-General George 
B. McClellan replaced General Winfield scott 
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as general-in-chiet of the Union armies. 
McClellan was a vouthtful. self-absorbed, but 
vigorous and intelligent commander who 
shared the President’s political and strategic 
vision of a limited war for limited goats. He 
moved quickly to stabilize the political and 
military situation in the west. He appointed 
like-minded commanders for the war's most 
important commands. 

MeClallan replaced John ©. Fremont, who 
had issued an unauthorized emancipation 
prociamation in Missouri, with MMajor- 
Creneral Henry falleck. At 46, Halleck, a 
West Point graduate, had already 
demonstrated brilliance as a writer of 
Military theary, When the war broke aut. he 
was perhaps the most sought-after Union 
commander, He would be sent ta St Louis 
to bring some semblance of order to the 
chaos. As a result of the morganizalion of 
Military departments i the west. Hullesh 
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world be respansible for the area that 
stretched westward from the Cumberland 
River through Missouri. 

Major-General Don Carlos Buell 
commanded the newly organized Department 
of the Qhio, which included the region 
stretching from the Appalachian Mountains 
to the Cumberland River, but included all of 
Kentucky. Since his gradualion from West 
Paint in 1841, Buell was one of the few 
revular army officers in the western 
command and was a staunch advocate of 
limited war. He had acquired eight slaves 
through his prewar marriage and was a 
conservative Democrat, like MeCleilan and 
Halleck. McClellan thought that sending him 
tee Kentucky might placate Kentuckians. 
Although its command in the west was 
divided, the Union had (vice the number af 
troops as the Gontederates with which to 
conduct affairs in the respective departments, 
which stretched some 500 miles (800km11. 

The Confederates meanwhile sought to 
units the command of the western region 
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under the leadership of Major-General Albert 
Sidnev Johnston. A charismatic Texan, with 
outstanding credentials, having graduated 
from West Point eighth in his class and 
having served in the Black Hawk War, the 
Mexican War, and the Mormon War of 1858, 
Johnsten was an excellent choice. Moreover, 
he was a good friend of President Davis. On 
his shoulders would fall the responsibility of 
defending the 504)-mile (@00km)} line that 
stretched from the Appalachians te the 
Ozarks in the west across the Mississippi 
river. He constructed a defensive cordon that 
ran from Columbus on the Mississippi to 
Cumberland Gap in the Appalachians. 
Besides the daunting task of defending 
such a vast line, Johnston was also strapped 
with the liability of having a care of 
subordinates whose authority exceeded their 
abilities. Polk, the commander of the western 
stronghold at Columbus, was also a West 
Point graduate, but left the military to 
hecome an Episcapal Bishop before the war. 





On the extreme of the Confederate defensive 
line was Brigadier-General Felix Zollicoffer, a 
prewar journalist who advanced his Southern 
forces inte eastern Kentucky. To block a 
Union invasion from Louisville, the 
Confederates occupied Bowling Green in the 
center of the state and command of the 
forces there went to Simon Bolivar Buckner. 
To assist in hoiding the frent, Johnston had 
two political generals, Gideon Pillow and 
John B. Flovd, who proved wholly 
incompetent as military commanders. 

Trying to defend a huge expanse of 
territory with inept leadership, Johnston's 
task was further handicapped by a lack of 
resources — a problem that would plague the 
Confederacy throughout the war. East of the 
Mississippi River, Johnston could concentrate 
at any one place only about 45,000 men, 
and west of the river, perhaps 15,043 soldiers. 
Still, once they occupied Kentucky, the 
Confederates enjoved excellent railroad 
connections that gave them the distinct 
advantage of interior lines. They could 
reinforce any one region quickiy by moving 
troops through these interior lines and a maze 
of tiny installations. To buoy this strength, 
fohnston’s troops had built two forts on the 
Cumberland and Tennessee Rivers just below 
the Kentucky—-fennessee line, Fort Henry on 
the Tennessee River and Fort Donelson on the 
Cumberland River were designed to inhibit 
Federal navigation on these rivers. 

While Halleck and Buell considered the 
best avenue by which to penetrate the South, 
Grant decided to head down the Mississippi 
River from Caire, llinois. Gn 7 November, 
some 3,000 troops were ferried downriver to 
Belmont, Missouri, opposite the bluffs of 
Columbus, Kentucky. Although Grant's 
troops moved swiftly to capture the tiny 
river hamlet, driving the defenders away, 
General Polk sent reinforcements across the 
river and saon torced Grant's troops to 
retreat. Aside from the casualties, which cost 
Confederates and Federals about 600 men 
each, Grant came to appreciate the strength 
of Columbus and the viabilitv of using the 
Mississippi as an avenue of invasion south. 
Another route would have ta open up. 
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The campaign in Kentucky 


and Tennessee. 1861-62 


As winter approached, the prospects of 
campaigning were dismal and the difficulty of 
moving men in the winter brought the 
Federal offensive to a halt. Both Union and 
Confederate armies went into winter quarters 
expecting little military activity, but 
commanders began to exploit the natural 
advantages afforded them by the rivers. ln the 
months that followed, the Union's edge on 
the water helped it recover from the defeat at 
First Bull Run, Wilson's Creek, and Belmont. 
Linion conjmanders pondered the best 
averues of invasion. They could move down 
the Mississippi River against Columbus, which 
had proven ta be impregnable; they coutd 
move by railroad from Louisville to Bowling 
Green into central Kentucky, which the 
Confederates could easily stall; or they could 
move up either the Terinessee or Cumberland 
River or both teward the river forts. 

Whatever the case, the western 
commanders would first have to agree an the 
same avenue and, secondly, be willing to 
commit significant numbers of troops to 
held on to supply areas as they moved 
south, which would reduce the number of 
troops for combat. A seemingly logical 
solution at the time, the divided 
departments would come to plague Union 
operations in the west, as neither Halleck 
nor Buell, cautious by nature and sensitive 
about administering their departments. 
could agree on the same route of invasion. 
Thus, the better part of the winter of 
1861-62 was spent campaigning with a map. 
They convinced themselves that because the 
Confederates had the advantage of tnterior 
lines, anv Union assault would have a 
distinet disadvantage. Consequently, an 
Impatient Northern public and a frustrated 
president, tired of the inactivity, demanded 
an end ta procrastination and the beginning 
of some movement in the west. 

It was the subordinates of Halleck and 
Buell who, disheartened by the inactivity of 
camp life, convinced their superiors to allow 
them to take the initiative. The war bepan ta 
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move in the west in eacly january when 
Halleck ordered Grant to send a small 
expeditionary force up the Tennessee River 
to test the defenses at Fort Henry. This 
diversionary trip, Halleck thought, might 
also force Johnston to consider lis options as 
to where he might concentrate his force. 

At the other end of the Confederate 
defensive line, Major-Generals George B. 
Crittenden and George H. Thomas engaged 
anu defeated Confederate forces under 
Rrigadier-General Felix Zollicoffer at the 
Battle of Mill Springs or Logan’s Cross Roads, 
Kentucky, The battle, on 19 January 1862, 
revealed the weakness in Johnston's line and 
advanced the Union cause in the eastern 
partion of the Bluegrass state and in 
eastern Tennessee. 

Meanwhile, Grant had fitrally convinced 
Halleck that Fort Henry couid easily be 
tuken. In early February about 13,000 troops 





boarded transports and steamed up the 
Tennessee, To cooperate with the Unien 
troops. Grant ordered a flotilla of gunboats 
commanded by Flag Officer Andrew H. Foote 
to accompany the expedition. On 6 February, 
while Grant disembarked his troops, the 
Hetilla continued upriver and at 11.00 am 
upened fire on the fort, Realizing that the 
Union forces were closing in bv land and 
river. Brigadier-Creneral Liovd Tilghman 
decided to send the 2.500-man garrison out 
of the fort to Fort Donelson some i2 miles 
19km) east, The winter rains had forced the 
Tennessee out of its banks and the fort had 
succumbed to oearly & feet (2m) of water. 
Within three leurs, the gunboats bad 
reduced the fort and forced Tilghman ta 
surrender before Grant's infantrymen even 
arrived on the scene. ‘Fort Henry is ours.’ 
raul the news as it Made its wav east. “The 
flag of the Union is re-established on the soil 
af Tennessee,” asserted Halleck. 

The Federals had correctly pinpointed the 
weakness in the Contederate defensive line: 
the Cumberland and Tennessee Rivers. 
Thinking that the Confederates would 
reinforce Fort Donelson on the Cumberland 
River, Grant destroved the railroad over the 
Tennessee, sent gunboats south toward 
northern Alabama, and prepared to move 
eastward toward the river stronghald. 
Brivadier-General Jahn B. Floyd commanded 
the Confederates at Fort Donelson, and 


Jehnston decided to strengthen his line by 


sending some reinforcements, withdrawing 
part of the garrison at Columbus and 
abandoning Bowling Green. Confederate 
autherities had faced the crucial dilermma 
that would plague them for the rest of the 
war: hinv and where ta defend the several- 
hundred-mile line with insufficient forces at 
their disposal. 

Although reinforcing the fort seemed the 
Strategic thing to do, it ultimately proved to 
be a colossal mistake. On [3 February, 
Grant's army of 23,000 men had made it to 
Fort Danelson and encircled it. The 
following dav, Foote’s gunboats armnved and 
began shelling the fort from the river, 
expecting to force its surrender. After several 





hours of heavy shelling, however, the furt’s 
well-positioned artillery forced the gunboats 
to retire. The cold and blustery day ended 
and the two disheartened armies prepared to 
do battle the next day. During the night, the 
Confederate command, convinced that 
Grant had completely invested the fort by 
now. determined to attempt a breakout and 
heacl south. The next day, 13 February. 
General Pillow, aided by some of General 
Buckner’s men, broke through the Federal 
Jine after a brutal fight. When nothing was 
dene to break the entire army out of the fort, 
Flovd ordered his army to return to 

their fortifications. 

That evening the Confederates held a 
council of war and determined to surrender. 
Flovd and PHlow abdicated their 
responsibility as the highest-ranking 
commanders and left the job to General 
Buckner, a prewar friend of Grant’s. When 
Buckner requested terms of surrender on 
16 February, Grant replied. ‘NO terms except 
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unconditional and immediate surrender can 
he accepted.’ The words that forever 
immortalized him as ‘Unconditional 
Surrender’ Grant gave the Union its first real 
victory of the entire war. 

Strategically, the ioss of the river forts was 
catastrophic to the Confederacy, but equally 
significant was the fact that Grant also 
captured the reinforcements sent to support 
the garrison. Some 12,500 soldiers and 
40 guns were surrendered. The next dav, the 
Northern press printed a sensational story of 
the Donelson campaign, made Grant an 
unsuspecting hero, but gave Halleck credit 
for planning the entire invasion. Frustrated 
by the news that ‘All was quiet along the 
Potomac,’ all winter, Lincoln was elated by 
the news along the Tennessee and 
Cumberland Rivers and instantly rewarded 


; itul “i 


yell 


| 
“ei 


See i 


the nation’s new hero with a promotion to 
major-general of volunteers. 

The Union invasion along the rivers 
forced the Confederates to retreat south all 
the way ta the Tennessee—Mississippi and 
Alabama border. Nerthern gunboats now 
threatened Southern river towns as far south 
as Clarksville and Nashville. Columbus, a 
Confederate stronghold on the Mississippi. 
also succumbed to the Federals, as did a 
significant portion of Middle Tennessee. 
Tennessee Governor Isham Harris prepared 
to abandon Nashville and move the 
government with him to Memphis. 
Significantly, the rivers, the great market 
highways that had provided a regional unity 
at harvest times, had now become the axis of 
nilitary invasion and the great weakness of 
the Confederacy during the winter. 
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The fighting 39 





On the heels of the defeats in the west, 
there was a somber mood in Richmond on 
22 February, the day Jefferson Davis was 
inaugurated President of the Confederacy. As 
the rain poured, the Confederate President 
claimed that ‘The tyranny of the unbridled 
majority, the most odious and least 
responsible form of despotism, has denied us 
both the right and the remedy. Theretare we 
are in arms to renew such sacrifices as our 
fathers made to the haly cause of 
constitutional liberty.’ While he was speaking, 
the citizens and soldiers of Nashville were 
evacuating the city. By the 25th, the Tennessee 
capital had surrendered to Union commander 
Don Carlos Buell. Wanting to move quickly to 
restore civilian government to the occupied 
region, Lincoln had named Andrew Johnson 
military governor of the state. 








Contederate Commander Simon Sohvar Buckrer 

was a prewar frend of Grant and nad Icaned him 
mone» ¥¥nen john B Fiovd and Gideon Pir aw 
abdicated resoorsibility for surrecdering Fort Doreen, 
Buckner yielaed to cimtyrigiatzes and accented 
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West of the Mississippi River, Major- 
General Jonn Pope assumed command of the 
Army of the Mississippi at Commerce, 
Missouri. He ordered his troops to move 
against New Madrid, Missouri, in an attempt 
to dislodge the Confederate stronghold at 
Island No. 10 near the Kentucky—-Tennessee 
border. By the time the Confederates had 
evacuated Columbus, Kentucky, Federal! 
troops under Brigadier-General Samuel R. 
Curtis had pushed the Confederates under 
Major-General Sterling Price south out of 
Missouri and into the northwestern portion 
of Arkansas, At Fayetteville, Confederate 
General Earl Van Deen joined Price in an 
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effort to step the Federal advanve, and on 
7-8 March they counterattacked at the Rattle 
of Pea Ridge. The Linion victory allowed 
Halleck to concentrate his energies east of 
thie Mississippi. 

Having assumed command of the entire 
west, Halleck ordered his armies south to 
oceupy Cotinth, Mississippi, an important 
railroad junction on the Memphis and 
Charleston, or the ‘Vertebrae of the 
Confederacy,’ as the Confederate 
Secretary of War, Leray )) Walker, 
characterized it. The Mobile and Ohio line 
lisected the Memphis and Charleston at 
Corinth, and Halleck came ta believe that 
after Richmond, occupation of this tiny 
railway junction might bring the rebellion 
ta a close. 

Haileck ordered Grant to Savannalt, 
Tennessee, to wail for Buell to reinforce him 





betore heading south, Confident that the 
Confederates would not attack, (rrant 
assembled his army at Pittsburg Landing. a 
well-known landing for river transports. It 
was about 245 miles 4ukmi north ef Corinth, 
and above the river blutts the land was 
relatively flat, which madg the landing a 
Suitable choice to land a large number of 
troops, StL it was on the west side of the 
Tennessee River and Halleck had orctered 
Crtant bo await reinforcements tram Buell's 
atiny betore heading souch toward 
Corinth. Buell had departed Nashville 
with 36,000 men and was expected to 
Inget up with Grant before le crossed his 
army over the river. 


figs) 


if 


i! 


inn 


aie 


= 
= 
= = 
= 
; 
a r 


r 
Bre 





The Battle of Shiloh 


Aiter a bleak winter that hal proved 
tremendously unsettling to the Southern 
cause, spring 1862 brought hope that the 
Confederates in the west might redeem their 
lasses. JoNnston cancentrated his deteatect 
forces near Corinth, Mississippi, for an 
offensive into Tennessee. He had pleaded all 
winter for reinforcements, but none were 
forthcoming until March, when he was able 
to miulster some 40,000 troops ta engage the 
enemy. Realizing that the Federals possessed 
superior numerical strength, the Confederates 
would have to pull off a stunning surprise and 
ruin Grant's army inte the river before Buell 


arrived if they were ta be successful. The 
concentration of forces brought together a 
colorful group of commanders, including 
Major-Generals Braxton Gray and Pierre 4G. T. 
Beauregard, the hero of the Battle of First Bull 
Rin. Johnston assumed overall command. 
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The Battle of Shiloh, 6—7 April 1862 


Union forces, 6 April am. 


Union forces, 6 April pm 


Union forces. 6-7 Apni (through the night) 


Union counterattack 7 April am/pm 
Confederate forces, 6 April am. 
Confederate attack 6 April am/pm 
Confederate forces, 6 April pm. 
Union line at close of battle. 


Confederate line, 6-7 April (throug 


The largely unseasoned Confederate Army 


of the Mississippi left Corinth on 3 April. 
Muddy roads and the inhospitable terrain, 
however, stalled the advance for two days, 
forcing Beauregard to conclude that the 
element of surprise had been lost. Nonsense, 
Johnston remarked on the evening of 

5 April, ‘I would fight them if they were a 
million.’ The same evening Buell had made 
it to Savannah, a few miles downriver from 
Pittsburg Landing. The countryside around 
Pittsburg Landing was cut by ravines, 





blanketed by heavy underbrush and 
blossoming peach trees, and crossed by a 
maze of small creeks and old wagon trails 
that bisected one another. The only 
distinguishing landmark was a small 
Methodist church that stood near the main 
road to Corinth. The church was known as 
Shiloh, which in Hebrew means ‘Place 
of Peace.’ 

It was early on Palm Sunday, 6 April, 
when a Union patrol ventured out toward 
the woods and detected a wave of 








Confederates, who fired an enormous volley, 
opening the Battle of Pittsburg Landing. To 
tiie Federals’ surprise, the Canfedcrates had 
struck at dawn, Major-General William I 
sherman, who had insisted that the enemy 
was no closer than Corinth, commanded the 
Federals near the church and was forced ta 


form a line to held off the Confederate wave. 


The Confederates thrust forward throughout 
the early morning hours, pushing the 
panic-stricken soldiers back toward the river. 
Although somewhat oddly formed and badly 
intermingled in its deployment, the 
Confederate offensive was nonetheless so 
successful that by noon thousands of the 
disorganized Federais had simply run for 
cover, some cowering beneath the river bluff, 
others swimming actoss the river for safety. 
Still, most of the Federal troops remained 
steadfast and throughout the morning bath 
sides engaged in a horrific slaughter. 

When Grant arrived on the grisiv scene it 
was about 8.30 am. He pulled stragglers 
together to form a defensive line and left 
word at Savannah for Buell to get his troops 
across the river, In the meantime, Carant had 


to hold un, As the Confederates continued to 
push the Federals back, they ran into a 
stubborn resistance in the center. Brigadier- 
General Benjamin Prentiss’s division was 
located in a densely wooded area with open 
fields on both sides and an old sunken 
wagon trail in its front that provided an 
entrenchment. Grant ordered Prentiss to 
hold his position at all custs - an order that 
he obeved throughout the day. Because of 
the intensity of the fight in this location. 
soldiers Later dubbed this portion of the 
battlefield the ‘Hornet’s Nest.’ 

All day long, Johnston's Confederates 
tried in vain to envelop and dislodge the 
Federals. Although the Federals were running 
low on ammunition, they still repulsed wave 
after wave of Confederate assaults. At one 
point Johnston himself fed one of the 
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charges and was mortally wounded. He bled 
to death while his persenal physician was 
helping te care for captured wounded 
Federals. After several futile and suicidal 
bavonet charges, the Confederates 
positioned over 60 cannon in a semicircle to 
rain down several hundred shells on the 
Union stronghold, Practically surrounded, 
Prentiss reluctantly surrendered at 5.30 pm 
to save the 2,200 men left in hts division. 
During the remaining hour of daylight, 
Grant struggled to repasition his artillery to 
hold off the anticipated tinal Confederate 
thrust. As darkness came, so did the rains, 
and the merciless fighting ended. 

Sow in vonmmand of the victorious 
Confederate forces, Beauregard concluded 
that the Federals would retreat during the 
night, so he did net position his scattered 
and disorganized forces to receive an 
offensive. (Instead, he waited for Van Dorn to 
arrive from Arkansas. Buell was reportedly 
too far away to reinforce Grant. But the 
night rains and darkness favored the Union 


army. Although both sides were exhausted, 
Buell had, im fact, arrived and the tour 
divisions that crossed the river numbered 
same 2800Kt mcr, Who were anxious to 
tight. Although if had been a rough dav. 
Grant had been significanth reinforced and 
he would assume the offensive the following 
morning. As he walked the lines during the 
night, he came across a fatigued General 
Sherman, whe had been in the thick of the 
fishting all dav. Sherman suggested that it 
had been a horrific fight: Grant agreed, but 
remarked, “Whip ‘em tomorrow, though. 

Early the following morning, the Federals 
stunned the unsuspecting Confederates with 
an averwhelming counteroffensive, 
Throughout the morning and early 
afternoon, the soldiers fought over the same 
terrain, scattered with wounded and dead 
soldiers and horses, and hall-sulynerged 
artillery pieces sunken by the rain. Like the 
previous dav, the combat was severe and 
bloody. From the river, Union gunboats 
lobbed scores of shells down on the 








Southern conibatants. When Beauregard 
realized that Van Dorn was not coming, anal 
that his troops were nearly out of 
ammunition and completely exhausted, he 
ordered a withdrawal ta Corinth, Grant 
decided not to pursue because his satdiers 
were just as exhausted and disorganized as 
the retreating troops. 

Although the Union won the battle, both 
sides last averwhelming numbers of 
casualties. Union casualties totaled over 
13,000, while the Confederates lost over 
10,000. Never before was the American 
populace confronted by such staggering 
news as the lasses at Shilah. Northerners 
came to believe that the human toll far 
exceeded the strategic gains in the west and 
that something must have gone seriously 
wrong. Although the Federals had 
extinguished Confederate hopes for 
reclaiming West Tennessee and stalled the 
Union penetration of significant cotton- 
producing regions in Mississippi and 
Alabama, Northern politicians were pressed 


for answers about the high casualty rate. As 
runiors passed through the Federal camps 
that the Confederates had surprised Grant. 
thal he had been drinking, and that he had 
not ever been on the field when the battle 
opened, Lincoln and Halleck were forced to 
defen the commander. At one point, 
frustrated about the failures and inactivity in 
the east, Linveln supposediy defended Grant, 
arguing that although he might be the cause 
of the Josses at Shiloh, ‘I can't spare this 
man; he tights.’ 

The same day that Grant and Buell 
defeated Beauregard, General Pope captured 
Island No, 10, which opened the Mississippi 
River ail the way to Memphis, Tennessee. In 
the following weeks, the Union Navy 
steamed down the Mississippi toward 
Memphis. and Halleck came to Pittsburg 
Landing te direct the combined Federal 
armies of Grant and Buell against Corinth, 
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Perhaps even more stunning than the 
Union victory at Shiloh was Flag Officer 
David G. Farragut’s capture of New Orleaits. 
Louisiana, three weeks later. His wooden 
frigates and gunboats, carrving Brigadier- 
General Benjamin Butler’s 13,000 soldiers, 
approached the forts protecting the mouth 
of the Mississippi River. After a week of 
bombarding the strongholds, Farragut’s 
mortars failed to reduce the forts, so the 
determined sailor decided to run his flotilla 
by the forts. Before daybreak on 24 April, 
Farragut slipped his 17 vessels past the forts 
and moved upriver, though the Confederates 
managed to disable three smaller vessels. Less 
than a week later, Farragut's sailors an 
inarines captured New Orleans without 
resistance as Brigadier-General Mansfield 
Lovell sent his forces away from the city. 
Simultaneously, General Butler forced the 
surrender of the river Jorts and tlren sent his 
men to occupy New Orleans. 

Not only had the Federals captured the 
Contederacy’s largest city and leading port, 
but also the capture came on the nevis vf the 
defeat at Shiloh, Again the Confederates 
suffered the consequences of a lack al 
manpower to cover the vast western terrain. 
Confederate authorities betieved that the 
main Union offensive was to come from 
upriver, so they ordered most of the soldiers 
and several gunboats north, leaving New 
Orleans vulnerable to attack. 

The cumulative etfect of these disasters 
was devastating to the Confederacy. The loss 
of Forts Henry and Donelson, the bleody 
defeal at Shiloh, and the capture of two of 
the Confederacy’s most prominent cities, 
Nashville anu New Orleans, cast a dark 
shadow over the war effort. The ioss of these 
strategic places and manpower, coupled with 
the fact that McCleilan had besieged 
Yorktown, Virginia, and was preparing to 
advance against Richmond with the largest 
force ever assembled on the North American 
continent, forced the Confederate 
government to consider desperate meastres. 
Qn 16 April, the Confederate Congress 
approved the first National Canscription Act 
in the nation’s history. Althaugh some 


Confederates bitterly apposed this Act, 
arguing that it was an intringement of their 
liberties, others argued that the Confederacy 
with its limited manpower must raise troops 
and that states’ rights would have to 
succumb to the Confederate cause. All white 
Inales hetween [8 and 35 vears of age would 
he subjected ta three vears’ military service, 

As the victory bells rang throughout the 
North in celebration of the accomplishments 
in the west, Southerners had no such 
expression. In fact. in stark contrast, church 
bells and plantation bells in the South were 
being melted dawn to be used in the war 
effort, At one point. Beauregard wrote to 
Father James Mullen of St Patrick’s chureh in 
New Orleans that although ‘our wives and 
chikren have been accustomed to the call, 
and would miss the tones of the “Church- 
going bells,” ... there is no alternative we 
must make the sacrifice ...” As much as he 
wanted to spare the necessity of depriving 
the South’s plantations and churches of their 
bells, He simply could not. The war was 
heating up and Beauregard needed every 
available resource to carry on his operations 
to restore the Confederacy in the west. 


Union advances into Mississipp! 
and lennessee 


After Shiloh and the capture of New Orleans, 
the pace of Union success slowed, but 
Federa) armies were still on the move. By the 
end of May 1862, Halleck’s enormous army 
of over 100,000 troops had cautiously inched 
its wav to Corinth, Mississippi, thinking that 
the Cantederates had regrouped and would 
vive battle. Beauregard, however, was in no 
position to fight Halleck and deceptively 
evacuated the small rai] town during the 
night of 29 May, heading south to Tupelo, 
Mississippi, some 80 miles (130km) away. In 
ane of the great ruses of the war, the entire 
operation was carried out so skillfully that 
Halleck and his commanders were oblivious. 

When Halleck rode inte Corinth on the 
afternoon of 30 May, he found an empty 
town. At one point he noticed a blue 


uniform stuffed with straw hanging by the 
neck from a scrubby tree limb. Nearby a pine 
board was nailed fast, and on it was written 
‘Halleck outwitted — what will old Abe say?’ 
Nonetheless, Halleck claimed that the 
capture of Corinth the following day was as 
‘brilliant and important a victory as any 
recorded in history.’ Lincoln was impressed. 
The Union's capture of Corinth broke the 
Memphis and Charleston railroad and 
disabled the Confederates’ east-west link. 
Memphis, Tennessee, was now vulnerable to 
Union gunboats on the river and foot 
soldiers from the east, who pushed their way 
toward the city. As thousands of people lined 
the river bluffs early on the morning of 
6 June to witness what they believed would 
be the final river fight, Commodore Charles 
Davis steamed downriver and opened the 
fight. After two hours of furious gunboat 
warfare, the fighting ended at 7.30 am. 
The Federals had completely destroyed the 
Confederates and a few hours later the 
mayor surrendered the city. With 
Memphis in Union hands, the Federals could 
use it as a supply base as they moved 
downriver. The Mississippi was now open all 
the way to Vicksburg, Mississippi, considered 


The fighting 47 





This portrait of William T. Sherman conveys the 
image of the Union general as described by a 
contemporary, who wrote that Sherman was ‘the 
most American looking man | ever saw, tall and lank, 
not very erect, with hair like thatch’ (Ann Ronan 
Picture Library) 
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by Confederates to be the ‘Gibraltar of 
the West,” 

By June 1862, ne commander in either 
army could boast of successes like Halleck’s 
in the Western Theater of war, With 


Kentucky, Missouri, Tennessee, and much of 


Arkansas in Federal bands, ‘Old Brains’. as 
Halleck was commoniv Known beloare the 
war lan inference due to the size of his 
forehead and his intellect), had hecome the 





architect of success. Northern hopes for an 
end to the war escalated. But as the rivers 
began to shrink due to the summer heat, so 
too did Union activity in the west begin 

to decelerate. 

Waginp a limited war for limited guals, at 
atime when Union armies were now poised 
ta strike at the South's vital slavery districts 
in the west, proved cunibersome for Union 
commanders whose armies occupied a region 
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By mid-June, with the rivers no longer at 
his disposal, Halleck had dispersed his large 
army overland and turned his sights to 
securing the fruits of his army's labors. He 
ardered Buell and his 31,000 soldiers east 
toward Chattanooga, an important 
Tennessee city on the edge of the 
Appalachians, through which passed the 
Memphis and Charleston railroad and the 
Tennessee River. Because his army would be 
marching in the same direction as the 
railroad, Halleck considered the use of the 
iron harse to be am asset to Buctl’s campaign. 
But the railroad tn this case proved to be a 
curse, arid Buell’s army would have serious 
difficulty in moving east. In the meantime, 
Halleck used Grant and Sherman to police 
West Tennessee with the 67,000 soldiers 
left in his grand army. The string of 
victories ceased. 

By mid-July, LincoiIn had made Halleck 
his chiet-of-staff, which left Grant the 
command in West Tennessee and Buell the 
command of his soldiers stalfed in northern 
Alabama. Because of the disposition of their 
forces, nether commander was prepared to 
continue the momentum of offensive 
warfare. The recalcitrant temper of the 
Southern populace, guerrilla activity, and the 
frustration of protecting long and vulnerable 
supply lines and railroads all combined to 
Stall operations. 


The Confederate 
counteroffensive 


During the summer of 1862, in the absence 
of offensive Union strikes, the Confederates 
seized the opportunity to take the war back 
into the Upper South states of Tennessee and 
Kentucky. Besides, the Federals had held the 
upper hand long enough in those states that 
civilians might desire Confederate 
redemption, particularly in ight of the fact 
that Narthern authorities were directing 
their armies to strike at the institution of 
slavery. About the same time that Halleck 
left the west, so too did Beauregard. Major- 
Creneral Braxton Bragg was his successor. 
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A West Point graduate and Mexican War 
veteran, Bragg enjoved a prominent 
reputation. He was bright, industrious, and 
an able administrator, but his argumentative 
manner often invited criticism and alienated 
him from others, Still, once he assumed 
command of the Confederate army in the 
wesl, he was determined to redeem the 
Contederacy’s fost fortunes. Having been 
driven from the Confederate heartland, 
Bragg devised a scheme that would reverse 
the war in the west. 

Braga’s Kentucky invasion began after the 
Confederates retreated south to Tupelo in 
June. From there he would move his 
22,500-man army by rail to Mobile and then 
to Chattanooga before Buell reached the city. 
In mid-luly, he left Van Dorn at Tupelo and 
set out on a circuitous journey that would 
take several weeks, finally reaching 
Chattanooga by the end of Augusi. From 
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The Western Theater, summer -fall, 1862 
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there he and Major-General Edmund Kirby 
Smith, already at Lexingtan, Kentucky, with 
10,006 soldiers, would bypass Nashville and 
head north ta Louisville. Along the way he 
was disappointed to find that Kentuckians 
showed little interest in enlisting in his 
Confederate ranks, as he had hoped. Nearing 
Louisville, Kragg’s forces captured 
Munfordvilie on 17 September after 
convincing the Federal commander there. 
Colonel John T. Wilder, that he was greatly 
outnumbered, Residents of Louisville and 
across the Ohio River were panic-stricken 
that Bragy’s army would soon arrive and 
advance across the river into Indiana. 

Hrage’s raid into Kentucky forced Buell to 
abandon nerthern Alabama and return to 
Louisville ta protect the citv. Consequentiy, 
he forfeited much of the region that his 
army had fought hard to conquer earlier in 
the vear. Though it was a demoralizing 
march, to its credit his army moved swiftly 
north, some davs marching nearly 30 miles 
(48kim}, and by the end of September had 
made it to Louisville. 

In early October, Buell’s 60,000 men 
engaged Bragg’s force of tess than half that 
size at the Battle of Perrvville. The battle 
opened on the 8th when saldiers from both 
armies, searching for water, blundered into 
one another. The fight developed chaotically, 
as neither commander fully understood the 
strength or exact whereabouts of the other 
commander's entire army, In Buell’s case, 
peculiar atmospheric conditions prevented 
him from realizing the seriousness of the 
engagement until the afturnoon. By 2.00 pm 
the battle was raging furiousiv, although 
Buell was unabie to comunit his entire army 
to the fight. By nightfall, the uncoordinated 
character of the battle vielded little of 
imunediate significance, except that the 
Federals had lost roughly 4,200 casualties 
and the Confederates about 3,400 men. 

Though both commanders interpreted the 
tight to be a victory on their part, Bragg 
recognized during the night that Buell 
outnumbered him and would make shart 
work of the Confederates unless he 
abandoned the battlefield and retreated 
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south. His invasion of Kentucky was over 
and in the davs following the battle he 
crossed back into Tennessee and encamped 
at Murfreesboro, When Buell made excuses 
for not pursuing Bragg, Lincoln lost his 
patience with the overly cautious 
commander and climinated him 

from commarid. 

The initial Confederate late-summer 
thrusts to counter the Union spring offensive 
ended in October. By the time Bragg and 
Buell finally met at Perryville, other battles 
had taken place in northern Mississippi. At 
luka, just a few miles southeast of Corinth, 
General Grant sent Major-General William 
5. Rosecrans with 15,000 soldiers to dislodge 
Sterling Price's Confederates. On 
19 September, Rosecrans succeeded in 
driving Price away befare he could be 
reinforced by Earl Yan Dorn at Tupelo and 
move inte West Tennessee. [n the weeks that 
followed, however, Van Dorn arrived to 
reinforce Price. Together the Confederates 
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advanced to Corinth and battled Rosecrans 
for two davs, on 3-4 October, but failed to 
defeat him. Fresh from victory, Rosecrans 
replaced Buell. 

With Price and Van Dorn checked hy 
Grant's forces in northern Mississippi, and 
now with Bragg retiring back to Tennessee, 
the Confederates would never again be 
poised to redeem either Kentucky or 
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Tennessee. The Southern populace would 
have more to worry about than the sacrifice 
of their plantations and church bells. The 
Union army was bearing down on the 
South's wealthiest cotton and agricultural 
regions, where slaves were most NuMerous. 


The Vicksburg campaign 


Having survived the Confederate attack at 
Corinth, Grant now focused his attention on 
the Mississippi River citadel of Vicksburg, 
located 300 miles (480km1 south of Memphis 
ona hairpin turn high above the river. The 
city’s smail size, however, belied its military 
inpertance. Not only was it a prosperous 
and slrategically significant city linked by 
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rail; it was also the link between the 
Confederate forces east and west of the river. 
If Vicksburg were captured, the Confederacy 
would have no chance to coordinate 
operations in the region or move supplies 
from Texas to the east. Throughout the 
spring and summer the Union had failed to 
capture the city. But with renewed vigor, 
Grant decided to direct a more concerted 
effort to achieve that objective. 

[In November 862, Grant's army, now 
designated the Army of the Tennessee, set 
out overland south on a 250-mile (400km) 
journey. lt would require quartermasters 
to perform herculean labors to keep his 
40,000 soldiers ted by using the north-south 
Mississippi Central railroad. The inhospitable 
geography of the Yazoo Delta country, 
characterized by swamps and vast stretches 
of woodlands without roads, made for 
{frustrating campaigning. Grant had 
concluded that the only feasible way to 
reduce the risk to his army and to be in a 
position to capture the city once the army 
arrived would be to move slowly, 
but steadily. 

Lieutenant-General John C. Pemberton 
was the Confederate commander assigned to 
defend Vicksburg. As Grant advanced south, 
Pemberton retreated in the face of numerical 
superiority all the way ta Grenada, 
Mississippi. To strengthen his chances, Grant 
divided his army into two movements on 
Vicksburg in early December. He ordered 
Sherman to return to Memphis with a 
division, collect enough troops to give him 
more than 20,000 men, and move down the 
Mississippi River with Admiral David Dixon 
Porter's gunboats. The amphibious 
expedition was designed to strike at 
Vicksburg from one direction while Grant 
advanced from central Mississippi, hoping to 
paralyze Pemberton. 

Grant advanced all the way to Oxford, 
Mississippi, and Sherman had made it to 
Vicksburg by the time Nathan Bedford 
Forrest’s Confederate cavalrymen had 
destroyed numerous stretches of the railroad. 
Eart Van Dorn meanwhile raided Grant's 
supply base ai Holly Springs, Mississippi, 


capturing 1,500 Federals and destroying 
$1,500,000 worth of supplies. With his 
communications severed and his principal 
supply depat wrecked, Grant pulled back, 
enabling Pemberton to swing a portion of 
his army at Sherman, On 29 December, the 
Confederates managed to repe] both 

Union forces. 

Forced to live off the countryside in mid- 
December, Federal troops stripped the 
landscape bare of livestock, grain, and 
forage. When the inhabitants begged for 
enough to five on through the winter, Grant 
sternly ordered them to move further south. 
It was a dismal winter, although the Federals 
managed to suffer less than the Southerners. 


The Battle of Stone’s River 


Some 300 miles (480km) northeast of 
Vicksburg, Rosecrans replaced Buell in late 
October 1862. The army became known 
ance again as the Army of the Cumberland. 
Rosecrans's nickname, ‘Old Rosy,” was an 
accurate characterization of his temper. 
Red-cheeked, affable, and energetic, 
Rosecrans Was a favorite among the soldiers. 
Sleventiness infuriated him and ke 
impressed soldiers by purging his command 
of incompetents. ‘Everything for the service, 
nothing for individuals,’ was his motto. 
Still, he was cautious and wavered at the 
critical howr. 

When he inherited the army it was in 
Nashville, where he spent nearly two 
months preparing to move against Brage’s 
38,000-man army, encamped at Murfreesboro 
along a swollen Stone’s River. On 
26 December, he set out with his 47,000 men 
to hit Bragg. Having been abused by the press 
and feeling political pressure for abandoning 
Kentucky, Bragg was determined not to be 
defeated. To the east of Stone’s River he 
positioned Major-General John C. 
Breckinridge, and to the west of the river 
Bragg deployed his main furce. By 
29 December, Rosecrans’s army had arrived 
in the vicinity of Murfreesboro, and during 
the night he positioned his men along the 
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Nashville turnpike several hundred yards 
from the Confederate line. 

[ronically, both Rosecrans and Bragg had 
determined to attack the enemy's left Hank, 
which meant that whoever attacked first 
would be advantaged. Bragg awaited an 
attack throughout the day on 30 December, 
but none was forthcoming. Bragg then struck 
the first blow on the following dav bv 
marching Major-General William Hardee's 
corps around the Federal right flank. At 
dawn, Hardee's men surprised the Federals 
and drove then back toward the 
Murfreesboro-Nashville turnpike and pinned 
them against Stone’s River. The Confederates 
threw brigade after brigade at the Federal 
line, but failed to break it as both Generals 
George H, Thomas and Philip H. Sheridan 
resisted stubhorniy, 

As the early sunset, the last of 1862, 
closed the day’s fighting, Bragg believed he 
had won a major victory. Indeed, he had 
redeemed his army's fortunes. “God has 
granted us a Happy New Year,’ he 
telegraphed Richmond. That night Rosecrans 


held a council of war and questioned his 
corps commanders as to the feasibility of a 
retreat. “Hell.” Thomas replied. “this army 
van't retreat. Impressed by the resolve of his 
subardinates, Rosecrans decided to stav 

anid tight. 

The new Year opened quietly and 
ominously. It was cold and the soldiers were 
tense with anticipation. They had recovered 
from the previous dav's fight and were 
expecting any minute to commence fighting 
again. But the fighting never came. Rosecrans 
redeploved his troops to strengthen his lines, 
while Confederate scouts concluded that this 
was a ruse to mask the Federal retreat. (n 
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2 January 1863, Bragg was dumbfounded to 
find that Rosecrans had not left. When the 
Confederate commander ordered 
Breckinridge to dislodge what he thaught 
remained of the enemy force cast of Stone's 
River late in the afternoon, the Federals 
Initially fell back. As the Confederates 
advanced to the river, they found to their 
tremendous surprise that the Federals had 
prepared to counter the charge. Nearly 

60 federal cannon unleashed a thunderous 
barrage, and a counter of intantrvmen 
followed that retired the Confederates in 
short order. 

With his army exhausted and canvinced 
that Rosecrans had been reinforced, Brage 
reluctantly left the battlefield that night. He 
fell back to Tullahoma, Tennessee, thus 
conceding the hattlefield and the victary to 
Rosecrans, whose soldiers had stood their 
ground. The Battle of Stone’s River was a 
stalemate thal cost the Union some 13.000 
casualties and the Canfederates roughiy 
10,200 casualties, or in both cases roughly 
30 percent of their forces. [In proportion to 


men engaged and men lost, this battle 
ranked as the bloodiest of all battles, 


The Union campaign on 
the Mississipp! 


Southern hopes of redeeming the western 
losses had been significantly dashed by the 
new year. The Union army was now poised 
ta move against Chattanooga. One 
demoralized Confederate remarked, '} am 
sick and tired of this war, and [ can see no 
prospects of having peace for a long time to 
come, | don't think it ever will be stopped bv 
fighting, the Yankees can’t whip us and Wwe 
can never whip them,’ Lincoln was so 
impressed by the victory that he later 
contided to Resecrans, ‘vou gave us a hard 
earned victory which, had there been a 
defeat instead. the nation could hardly have 
lived over.’ 

The Civil War had not begun with Union 
authorities arguing that points of occupation 
were more important than defeating 
Corfederate armies. By 1864, however, it 


certainly appeared that this was the case in 
the Western Theater. The wir in this region 
was about occupation of significant Southern 
ports, railroad junctions, cities, fovalist 
pockets, and plantation districts. Ajthough 
this meant supplying armies over Jong 
distances and protecting the vital 
transportation arteries, the Union held firm 
to a belief that occupying strategic points 
would ultimately bring about the demise ot 
the Confederacy. It was how to conduct 
affairs as proprietors of Southern domain 
rather than how to combat soldiers that 
corsumed the atiention of Union 
autharities, The reselve of Southern soldiers 
and civilians alike convinced many 
commanders that the war would not end 
until popular suppert ended. Consequently. 
the Limited-war attitude pave way to total 
war ~ the seizure and destruction of personal 
property as part of subjugating the enemy, 
irrespective of their presumed lovalty. 

The Union campaigns of 1863, therefore, 
would be at a distinct advantage overt [hase 
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The Battle of Stone’s River, 3! December 1862-2 January 1863 


X 





of the previous year. Commanders were able 
to exercise more liberality in foraging, 
confiscating contraband, and dealing with 
Southern civilians. Still, the objects remained 
the same. Control of the Mississippi River 
was paramount to the Union's strategic plan 
in the west. Although Confederates 
considered the Memphis and Charleston the 
backbone of their nation, Federals came to 
believe that the great spinal cord of the 


MME Union forces, 3! December am. 
ir Confederate forces, 3) December am. 
MM ME Union forces, 2 January. 

<t m= Confederate forces, 2 January. 
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Confederacy was the Mississippi. The 
Confederates still held two vital points on 
the river: Port Hudson, Louisiana, 25 miles 
(40km) north of Baton Rouge, and 

Vicksburg, near the mouth of the Yazoo River. 
But because they never managed to develop 
sufficient naval strength, Confederates were 
unable to control the river that they claimed 
for the Confederacy. Meanwhile, because of 
the river campaigns of early 1862, Union 
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|. Grant’s advance, December | 862. 

2. Grant's landing at Bruinsburg. 

3. Union advance on Jackson and Vicksburg. 
4. Grierson’s raid. 





ARKANSAS 


Lake Providence (| Bayou 


— a ae 


ee 






LOUISIANA 





2 
Bruinsburg 





= 


ort 
Gibson 


_ Natchez 


authorities had invested in new boats 
specifically designed for river warfare. 
Nothing of much consequence occurred in 
January, as winter storms inhibited military 
operations. On 2 February, in broad winter 


The Vicksburg campaign, December |862—May | 
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daylight, the Union ram Queen of the West 
steamed past the Vicksburg batteries. Although 
it was struck 12 times, its commander, Colonel 
Charles R. Ellet, made it past and then struck 
three Confederate vessels, destroying the 


supplies on board. Eilet was under orders to 
continuy south all the way to the Red River 
near the Mississippi-Louisiaria state line, 
disrupting Confederate shipping as he went. 
Ey February, Grant's army had taken up 
winter camp at Milliken’s Bend, a few miles 
north of Vicksburg, where he devised a series 
of plans to take the river fortress. The 
difficulty of wetting his army inte a position 
ta successfully attack the city remained his 
nemesis. Throughout the winter and early 
spring, he attempted a number of scheines. 
He put his soldiers to work constructing a 
complex makeshift waterway by connecting 
creeks, Old river channels, and bavaus, 
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through which he could send Union vessels 
south around Vicksburg. Once the waterway 
was completed, Grant thaught he would 
simply march his army down the river and 
the vessels could then ferry troops across to 
the eastern bank. But after several long weeks 
of arduous labor, he abandoned the 
operation. Then he put his army to work 
digging an alternative channel bypassing the 








city, through which they could redirect the 
river waters and float vessels south. Again. 
the operation failed. Next, he ordered an 
expedition to cut a waterway through Yazoo 
Pass via a bayou, When that failed, Grant 
put his men to work creating a waterway 
that ran down trom Yazoo Pass at the 
northern end of the delta, but it was blocked 
by the Confederates when they constructed 
Fort Pemberton in its path. After weeks of 
monotanous laboring fer nothing, one 
soldicr called this winter ‘the Valley Forge of 
the War.’ 


Although Grant's tutile attempts to get at 
the river fortress did little to satisfy an 
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anxious and demanding Northern public, by 
inid-Aprit the commander had settled on a 
plan that would work. It would ultimately 
prove so successful that it would immortalize 
Grant as the great victor of Vicksburg. He 
would move his troops below the city, head 
to Jackson and cut the railroads, and then 
move west toward Vicksburg and seize the 
high ground in the rear of the city. 


Tn octure of Beryarnn H Grertan and hg mer was 
taken shortly after is farmous rad. Setting vith chin an man. 
Gnerson boasted of the most senfcant Unior: cavalry raed 
af the war in the west, lunng fohn Pemomertans cavalry ints 
Funke pursuil [Review of Reviews Company! 
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As Grant moved his forces from Milliken’s 
Bend to helow Vicksburg, Admiral David 
Pixon Porter, the naval commander 
accompanying the land expedition, sent his 
fleet of 12 vessels past the city on the night 
of 16 April. In dramatic fashion, all but one 
vessel managed to run past Confederate 
batteries and grouped together near Hard 
Times on the west bank of the Mississippi, 
where Grant’s troops were concentrated. Five 
nights later, six Federal transports and 
[2 barges loaded with supplies attempted to 
run past the city. Although Confederate 
batteries sunk one transport and six barges, 
the operation was a success. Grant could 
now get his men across the river to the 
eastern shore. 

Fiftv miles (8Okm) south of Vicksburg, 
Bruinsburg, Mississippi, provided Grant with 
the ideal place to ferry his army across the 
river. Although the Confederates frustrated 
the initial crossing, on 30 April Grant had 
his army hack in Mississippi poised to strike. 
To divert attention from his main force and 
to destroy Contederate supplies, Grant would 
need some help. Rosecrans kept Bragg 
sufficiently busy in Tennessee, so he could 
not send reinforcements to Pemberton’s aid. 
‘Old Rosy’ accomplished this hy setting out 
an what became the Tullahoma campaign. 
Sherman was ordered to demonstrate against 
the high bluffs north of Vicksburg and 
would then catch up to the main force. 
Grant also ordered raids against the 
Confederates’ Jogistics bases, One of the 
most successful raids was undertaken by 
Colonel Benjamin H. Grierson, a professional 
handmaster before the war. Beginning on 
17 April, Griezson’s 1,700 cavalrymen started 
from La Grange, Mississippi, and in a few 
short weeks wreaked havoc all the way south 
to Baton Rouge, Louisiana. 

Jackson, the state capital of Mississippi, 
was more important to Grant because four 
tailroads intersected the city, the most 


Soldiers and residents alike dug inte the hillsides around 
Vicksburg during the siege on the city The bomboprast 
shelters an this picture were carved out By ihe coldrers 
of the 45th illinois {Rultan Getty} 


important of which went to Vicksburg. 
Jackson provided the lifeline to the river 
fortress ard to destroy it meant that 
Vicksburg would wither on the vine. Still, 
Pemberton commanded 52,000 soldiers and 
if Grant attempted to supply his 41,000-man 
army from Bruinsburg 4) miles (64km) away, 
the Confederates could easily put up a stern 
defense while possibly cutting the Union 
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supply, Grant concluded then to live off the reduced the cultivation of cotton in favor of 
Jand, After all, his army had done this before food staples. 

in Mississippi during the winter. Now, with by the second week of May, Grant’s army 
the growing season about to provide had started east for Jackson. Resupplied and 
Southern farms with bountiful crops, there eager to move, his three corps commanded 
would be plenty for his troops to feed on. In by Sherman, Major-General James 

addition to forage for the animals, B. McPherson, and himself moved ajiong the 
Mississippi farms yielded corn, hogs, cattle, Black River, a natural boundary that flowed 


sheep, and poultry. Many planters had north-south and east of Vicksburg and that 
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favored his advance. On 12 May, the Federais 
met resistance at Ravmond. [5 miles (2+km) 
south of Jackson. After several hours of 
fighting, the Confederates pulled back to the 
capital. The following dav, Confederate 
General Joseph E, Johnston, recently sent to 
take command of all the troops in besieged 
Mississippi, pulled together 12,000 troops to 
protect Jackson. On i4 Mav, in a severe 
rainstorm, Sherman's and McPherson's corps 
drove the Confederates through the city and 
captured it by mid-afternoon. OQutnumbered 
nearly five to one, Johnston headed north. 

While Sherman's carps destroyed the city 
of Jackson, burning manufacturing 
installations, Grant ordered McPherson's 
corps to head west toward Vicksburg and 
threaten the enemy's communications. 
Pemberton responded to an order to join 
Johnston and strike a counteroffensive 
against Grant's army while it remained at 
Jackson. The Confederate commander 
moved a partion of his army out of 
Vicksburg and placed it on the railroad east 
of the Black River, The two Confederate 
forces were only miles apart. 

Qn 16 May, just before noon, a division 
of Grant’s army attacked Pemberton’s 
20,000 Confederates at Champion's Hill, a 
commanding ridge east of the Black River, 
driving them back on the left. The 
Confederates, however, countered and a 
full-scale battle ensued. McPherson's men 
were called up ta support the Union right 
flank, bringing the effective Union strength 
to 29,000 men, and late in the day, the 
Federals managed to take the ridge, 
Pemberton fell back to the Black River, and 
eventually all the way to Vicksburg. On 
18 Mav, the triumphant Federals crossed the 
Black River and seized the bluffs around the 
town. Now, having taken the high ground 
that skirted the town, Grant dug in. 


The siege of Vicksburg 


While Johnston was being reinforced by 
troops from Tennessee and South Carolina, 
Grant collected his troops and, thanks to 


Halleck in Washington, also received 
reinforcements. Pemberton, meanwhile, was 
contemplating a way out of Vicksburg. 
Realizing that attempting to evacuate the 
city would not only be futile, but also give 
the Federals complete control of the 
Mississippi, Pemberton chose to stay and trv 
to outlast the siege. AnNiqus to capitalize on 
his string of successful operations and 
capture the entire force and the town, Grant 
launched a series of quick assaults on 
19 May, Within minutes the Confederates 
shattered the Union wave. causing about 
1,000 casualties. Three days later, a 
determined Grant made another attempt on 
the town using his entire 45.000-man force, 
but it produced the same bleody result. 
Grant resolved not to assault the town again, 
and instead began the siege in earnest, using 
not only land forces but also his gunboats. 
‘The enemy are undoubtedly in our grasp.’ 
wrote Grant on 24 May. ‘The fall of 
Vicksburg and the capture of most of the 
garrison can only be a question of time.’ 

Elsewhere, Federals were on the move and 
shoring up their strongholds, On 2? Mav, 
Major-General Natnanie! Banks moved fram 
Baton Rouge toward Port Hudson. below 
Vicksburg on the Mississippi River. His 
13,000 Federals besieged the 4,4500-man 
garrison under the command of Major- 
7eneral Franklin Gardner. On 14 June. Banks 
ordered the garrison to surrender, and when 
they refused he stormed the fort, but the 
Contederates held strong. The siege 
continued. Meanwhile. on 23 June, Rosecrans 
moved south from Murfreesboro against 
Brage’s Confederates at Tullahoma. By 
outflanking Bragy, the Federal commander 
had forced him to retreat across the Tennessee 
River by the end of the month. 

As the siege progressed, Grant attempted 
10 break through the Confederate defenses 
by mining under them and blowing them 
up. On 25 June, Federal engineers detonated 
2,200Ihs of powder in a tunnel that had been 
run under the Third Louisiana Redan. Two 
Union regiments stormed into the gap, but 
Confederates had ordered a second defensive 
line slightly to the rear in case the Federals 
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broke through, and they repelled the 
advancing Yankees. 

Hv tate June, Grant's communications 
along the Mississippi, safeguarded by 
gunboats, were secure and the Federal 
command simply waited for the 
Cantederates to capitulate out of starvation. 
Day after day, artillery shells poured down 
on the trembling town. Trapped against the 
river and forced to abandon the town for the 
immediate countryside, the residents flocked 
to the nearby caves in the hills. Federais and 
Confederates alike wondered how long the 
siege would continue. Hundreds of wounded 
southern soldiers were forced te remain in 
the Vicksburg hospitals, many of which were 
makeshift operations and converted 
abandoned homes. As the shelling 
continued, so too did the starvation of 
soldiers and citizens, many forced to vat 
nue meat, rats, and dogs. Mast serious was 
the lack of fresh drinking water. 

Finally, after 47 days the siege came to an 
end, Pemberton decided he must surrender 
on 4 july 1863. Grant and Pemberton had 
served in the same division during part of the 
Mexican War and the two men greeted one 
another as old acquaintances. When 
Pemberton asked for terms, Grant responded 
that ‘the useless effusion of blood you 
propose stopping by this course can be ended 
at any time you may choose, by the 
unconditional surrender of the citv and the 
garrison.’ As the fatigued and disheartened 
southern soldiers marched out of the city, the 
Federals quietly lowered the Confederate flag 
and raised the Stars and Stripes in its place. 
River vessels blew their whistles and the 
Union bands strick up the ‘Battle Cry of 
Freedom.’ From a distance residents watched 
with tears in their eves as the jubilant Yankees 
went wild. Grant recalled vears after the war 
that the capture of Vicksburg ‘gave new spirit 
to the loval people of the North,’ Embittered 
Vicksburg residents did not celebrate the 4th 
cf July again until the Sevond World War 
inspired a renewed patriotic enthusiasm and 
devotion for the United States. 

The siege cost the Federals nearly 
5,000 casualties, while the Confederates 


suffered significantly fewer casualties 
resulting from combat. The cumulative effect 
of the capitulation, however, handed over 
29,000 soldiers to the Federal army. More 
important was the toss of the Confederacy’s 
final fortress itself and the heavy equipment 
and smiali arms. 

The capitulation was hailed all over the 
North with exuberance, especially when 
just a few days later Port Hudson succumbed 
to siege and surrendered. Capturing 
Port Hudson, however, had cost nearly 
10,000 Union soldiers, while the 
Confederates had lost 871 men. The Union 
had reciaimed the river. ‘The Father of Waters 
again goes unvexed to the sea,’ remarked 
Lincoin. Not oniy had Lincaln been given 
the ‘Gibraltar of the West,’ but also he had 
found in Grant a general unlike arry he had 
in the Eastern Theater. ‘He doesn't worry and 
bother me,’ remarked Lincoln. ‘He isn't 
shrieking for reinforcements all the time, He 
takes what troops we can safely give him ... 
and does the best he can with what he has 
got. And if Grant only does this thing right 
down there ... why, Grant is my man and ] 
am iis the rest of the war.’ 

The summer of 1863 was a defining period 
in the Civil War. The campaigns in the 
Western Theater went a long way in 
determining whether or not the Confederacy 
would win its independence, The Union 
victories in the West had shaped the contours 
of the conflict. Much fighting had been 
done, but the conflict was hardly nearing an 
end. Equally important to the Union overali 
scheme in the West, Chattanooga remained 
in Confederate hands. Since the opening of 
the conflict. possession of the strategic 
Tailroad nexus and river city had been the 
desire of Lincoln. Positioned in the heart of 
East Tennessee, Chattanooga in Union hands 
would open the way for Union armies in the 
West to penetrate further inte the Southern 
heartland. Although the Union armies were 
positioned to further dominate the Western 
Theater, it was still] ta so0n to tell whether 
or not those who had failen in the battles in 
the previous two and a half years had died in 
vain for their cause. 
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Shee e capture of Vicksburg and Port Hudson 
Eee 3 : cut the Confederacy in half and opened the 


entire Mississippi River to Union gunboats 
and transports. Lincoln remarked at the time 
that the ‘Father of Waters goes unvexed to 
the sea’ (Hulton Getty) 








Common soldiers 





Billy Yank and Johnny Reb 


at war 


Although the United States was not prepared 
for the conflict that erupted in 1861, by the 
war's end it looked like a nation that had 
prepared for decades. By 1865, 3 million 
citizens, North and South, had mustered inte 
military service. Volunteers from vastly 
diverse backgrounds flocked to enlist. 
Although the war was America’s first modern 
war, it still had an agrarian character, as 
farmers comprised the largest numbers of 
volunteers on bath sides. Soldiers were 
typically between the ages of 18 and 24, 
white, single, and Protestant. Although both 


sides empioyed blacks behind the lines a5 
laborers until mid-1863, by 1865 roughly 
186,000 blacks had fought in the Unian 
army. Immigrants, mostly Germans and 
Irish, also participated in the conflict. 
Western states contributed large numbers of 
immigrants to the cause, 

The Civil War was a conflict fought mainly 
between foot soldiers. Nearly 80 percent of 
Union fighting men were infantrvimen, with 
14 percent serving as cavalry and the 
remaining 6 percent serving in the artillery. 
Seventy-five percent of the soldiers in the 





Corman solders 4% 





Confederacy were infantrymen, 20 per cent 
served in the cavalry, and 4 per cent served 
with artillery units. 

One of the reasons that the war was so 
Hercely contested was because soldiers of bath 
armlies came to believe they were fighting for 
a common cause: personal liberties, 
constitutional zuarantees, democratic 
principles, and republican ideals. Still, some 
640,000 soldiers lost their lives over 
conflicting means of achieving the same ends, 

Pride in country and state induced men to 
volunteer, and Union soldiers often 
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expressed their devation to the cause by 
using patriotic rhetoric. ‘The cause for which 
the majority of men now in the army have 
enlisted to defend is sacred,’ wrote an 
I}inoisan. ‘} consider that we should do 
what we can for the cause for which we 
enlisted and strive on until it is 
accomplished.’ A Louisianian concluded, ‘i 
had rather fall in this cause than to see miv 
country dismantled of its glary and 
independence — for of its honor it cannot 
be deprived.’ 

Political, social, and economic reasons 
alsa inspired men to jain the military. Many 
men volunteered because they believed it 
was the virtuous thing to do to protect their 
local communities, their homes, families, 
and triends. The army alsa offered perhaps a 
more satisfving and financially rewarding life 
than the boredom and fatigue of struggling 
to till the soil. Because the nation was in the 
midst of a depression when the war began, 
army pay was quite attractive. A Union 
private received $13 a month and a 
Confederate private received $11 a month, 
and both governments provided incentives 
in the way of bounties or bonuses to enlist 
for longer periods, Because many enlistees 
were unmarried, the adventure of traversing 
the countryside and the chance of 
potentially becoming a hero was an 
additional motivation, Politics alsa 
niotivated men to fight and often found 
expression in anti-slavery sentiments. ‘Old 
fohn Brown Set this war in motion, and 
threw himself beneath ... a8 the first martyr,’ 
declared Orrin Stebbins, ‘and it will never 
Stop until that dark Stane of African Slavery 
is wiped out so dry.’ 


Army life 


Because Civil War soldiers were extensions of 
their local communities, they adopted 
syinbois, uniforms, names, and flags 
reflective of these prewar associations that 
gave a unit an identity. Several Northern 
units adopted the Zouave uniform wom by 
French troops. If consisted of a red turban 


70 ~=Essential Histories * The American Civil War 





— 


— eT nt 
~ = , s 5 
74 erent 
PTA 


a 


“Qgt 





Lew Wallace, famous after the Civil War as the 

author of Ben Hur, commented about the Zouave 
uniforms of the | Ith Indiana Regiment, which bore his 
name as the ‘Wallace Zouaves’: ‘There was nothing of the 
flashy Algerian colors in the uniform of the Eleventh 
Indiana; no red fez, no red breeches, no red or yellow 
sash with tassels big as early cabbages. Our outfit was of 
the tamest grey twilled goods, not unlike home made 
jeans — a visor cap, French in pattern, its top of red cloth 
not larger than the palm of one's hand; a blue flannel 
shirt with open neck, a jacket Greekish in form, edged 
with narrow binding, the red scarcely noticeable; 
breeches baggy but not petticoated; button garters 
connecting below the knees with the breeches, and 
strapped over the shoes. (Painting by Don Troiani, 
www, historicalartprints.com) 


with white band and orange tinsel, a short 
blue jacket with gold trimming, loose red 
trousers and yellow buckskin leggings. The 
11th Indiana Zouaves, known as the ‘Wallace 
Zouaves’ in honor of their commander, Lew 
Wallace, wore a midwestern variation of the 
uniform. Still, whatever their specific unit 
identities, Northerners became known as 
‘Billy Yanks,’ and Southerners became known 
as ‘Johnny Rebs.’ 

In the tradition of their democratic 
heritage, soldiers were allowed to elect many 
of their officers, while some were appointed 
by politicians. Of course, this presented 
problems as friends or enemies-turned- 
soldiers could find taking orders from these 
persons awkward. The core of military life, 
however, was discipline and uniformity, both 
of which caused problems for the typical 
soldier. Disrespect for authority was the first 
and most common offense committed by 
men of blue and gray. Although both 
governments attempted to nationalize their 
armies, Northerners proved more amenable 
to adherence to regulations and nationalism 
than did Southerners. 

Varied uniforms and equipment became a 
problem, and soon the governments 
enforced a standardized code in both. 
Because gray had been the popular color of 
militia and cadet uniforms in the prewar 
years, both sides initially marched off in 
variations of the same color. The Union 
would eventually adopt blue as the official 
uniform color, as that had been the color of 
uniforms in the professional army. 
Confederates would eventually adopt gray as 
their national color. 

Because most soldiers marched through 
landscapes that were vastly different from 
their local communities, soldiers were 
initially awed by the grandeur of their 
surroundings. Camps were where soldiers 
spent the bulk of their time, and they 
became both homes and training grounds, 
filled with excitement at some times and 
endless monotony at others. The discipline 
of drill and training could prove the 
difference between life and death in combat, 
so soldiers spent hours each day drilling and 
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preparing for the inevitable fight. Soldiers in 
the Western Theater typically slept in tents 
or huts, depending on the weather. The 
shelter tent or ‘dog tent,’ as it was 
commonly known for its small size, was the 
standard issue by 1862. Soldiers rose at 

§,00 am, assembled, drilled, ate breakfast, 
then went to their assigned duties. The bugle 
sounded lunch at noon, and regimental drill 
fo}lowed for two to three hours. Soldiers 
then returned to their quarters until dress 
parade at 6.00 pm, followed by dinner and 
free time until 9.00 pm. 

Soldiers spent their free time writing 
letters home, detailing their reactions to their 
new surroundings, politics, and emotions 
about missing home. When they were not 
writing, they were reading dime novels and 
newspapers from home or national 
newspapers, including the popular pictorial 
papers such as Frank Lestie’s Hinstrated, 
Harper's Weekly, and Southern Hhistrated News. 
Soldiers frequently indulged in playing cards, 
horse racing, drinking, fist-fighting, story- 
telling, animal chasing, and other irreverent 


activities to escape the loneliness of army ile. 


When time permitted, theatrical productions 
gave the men immense pleasure. Bormbasties 
Furioso, a farce staged by the Confederate 
Sth Kentucky, was the hit of the 1862-63 
season in the west. 

Singing was as popular as letter 
writing, and soldiers were just as expressive 
in song as they were in writing. Soldiers 
voiced theit longing for home, their 
patriotism to the cause, and their 
sentimental feeling for the fight, Billy Yank 
and Johnny Reb alike sang ‘Home, Sweet 
Home,’ ‘The Girl I Left Behind,’ and 'When 
This Cruel War is Over.’ ‘The Bonnie Blue 
Flag’ and ‘Dixie’ were popular with 
Confederates and Federals enjoyed ‘Yankee 
Doodle’ and ‘The Battle Hymn of the 
Republic.’ Northern soldiers passed the hours 
marching te the popular tune ‘John Brown's 
Body.’ At the beginning of the war, brass 


Brass bands accompamed many units into the 

Ciwil War and solthers came to greatly appreciate 

them. Here the Tiger Band’ of the 125th Ghio Regiment 
pases for a picture. (Massachusetts Cammannery 
Miltary Order of the Loyal Legion and the US Army 
Miltary Atistar'y Institute} 








bands accompanied many units intu service, 
and they were constant sources of 
entertaininent throughout the conflict. 

The novelty of camp life soon wore off. 
however, and during the long 
indistinguishable days of boring life, 
preachers and camp chaplains attempted to 
Maintain morale among the ranks. Religion 
proved to be the link between the home 
jront and the battlefront. When all else 
failed, faith in God provided hope that life 
might improve. Army chaplains on both 
sides received officer status and substantial 
pay - $100 per month in the Union and $80 
in the Confederacy. Still, they were forced to 
live a spartan lite and, as the war continued, 
both sides sutfered chronic shortages af 
qualified chaplains. Nonetheless, whether 
thev attended Sunday service or not, Civil 
War soldiers relied on scriptures and faith to 
get them through combat. Pennsylvanian 
Milton Ray expressed a tvpical sentiment to 
his sister: ‘| hope vou may continue in 
earnest praver for the preservation of my Life 
if it is God's holy will that [ should be spared 
... Pray that | may be a faithful soldier of the 
cross and of my country,’ 


Death and disease 


lf the daily routine of harsh drilling and 
unrelenting discipline, the indistinguishable 
days of boredom, and the lack of good- 
quality, plentiful food that made up a 
soldier’s camp life did not kill him, then 
disease or disability from a battle-inflicted 
wound often did. Of the 360,222 Union men 
who died in the war, over 250,000 deaths 
resulted from disease; nearly three-quarters 
of the Confederate casualties also perished to 
disease. Because camp sites were chosen for 
military and not health considerations, 
soldiers suffered tremendous depredations. 
Inadequate drainage, ignorance of sanitary 
practices, and the natural carelessness 
associated with army life characterized 
Union and Confederate camps and 

produced a contaminated atmosphere. 

“We have had an awful time drinking the 


meanest water not fit tor a horse indeed | 
could hardly get my horse to drink ity,’ 
remarked a Texas surgeon. 

Measies, smailpox, typhoid. diarrhea. 
malaria, and dysentery were prevalent 
throughout the war, Mare than 1,700,000 
cases of diarrhea were recorded by Federal 
doctors during the war, and 37,000 proved 
fatal, Because many soldiers were farm bovs 
who had largely escaped a host of 
communicable diseases. these spread like 
epidemics in camp. Soldiers, uneducated 
about the importance of hygiene, 
exacerbated their problems by not bathing or 
changing their clothes. Army surgeons were 
few in number and their limited knowledge 
and medical supplies often combined to 
Make the attempt to save a life as fata) as 
the attempt to take one. Amputations 
were COMMA, 

[In early May 1862, Corinth highlighted 
the familiar consequences of war, After the 
bloody two-day battle at Shiloh, the 
Contederates attempted to recover fram the 
devastating effects of the battle. Corinth, a 
small railroad junction in northern 
Mississippi, was in no wav prepared to 
accommodate 20,000 sick and wounded 
Confederate soldiers. Residents used every 
building passible to accommodate the 
wounded men. However, more soldiers died 
during the seven-week stav at Corinth than 
had fallen in two days of battle. A 
Confederate nurse, Kate Cumming, was at 
the Tishomingo Hotel tn Corinth, where she 
found scores of disabled soldiers, ‘mutilated 
in every imaginable way.’ She recalled that 
the wounded soldiers were lying on the 
blaody floors so close together that it was 
difficult to avoid stepping on them. 

During the siege of Vicksburg in Mav—lulv 
1863, countless Confederate soldiers and 
civilians fell victim to disease. Despite 
herculean attempts to administer to the 
wounded, the city and military hospitals, 
with cots arranged even outside on the 
grounds, could not take care of the flow of 
casualties fram the trenches. Searcely a 
woman at Vicksburg was net involved in 
ministering to the wounded. 


More pathetic than the soldiers in 
hospitals suffering from disease were the 
soldiers who suffered on the battlefield, 
Before the fight soldiers wrestled with fear, 
often pinning their name and unit on their 
shirts. Even the most seasoned veteran was 
routinely shocked by the grisly aftermath. 
The Battle of Shiloh baptized the soldiers 
and the country in the vast number of ways 
men could be killed. Before the battle, one 
Tennessean penned in his diary, ‘] shall 
never forget how I felt that day ... knowing 
that with the early tomorrow many of us 
most likely would pass away.’ in many 
respects, experiencing combat cured the 
anxious suldier’s desire to ‘see the elephant,’ 
as fighting in battle was commonly known. 
The end of a battle often brought exhaustion 
and the realization that the soldier's unit had 
suffered tremendous losses. 
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The comman soldiers who fought the war 
were the unsung heroes of camp and 
combat. Americans who were otherwise 
ordinary became heroes in many ways, 
simply because they endured the ordeal and 
penned something of their experience, The 
war became central ta their peacetime lives 
and to the lives of their children and 
grandchildren. ‘What an experience the last 
few years have been! wrote a Wisconsin 
soldier. ‘I would not take any amount of 
money & have the events which have 
transpired in that length of time blotted out 
from my mMemarsy, 


Portrait of a soldier 





John Beatty, a Union soldier 


In many ways, John Beatty typified the When the unit was mustered into service, 
common soldier of the Union army, and his Beatty, recently promoted to lieutenant- 
journal details army life in the Western colonel, became the regiment’s commander. 
Theater throughout the early years of the In November 1861, however, his regiment 
war. Beatty was born on 16 December 1828 was transferred to General Don Carlos Bueli’s 
near Sandusky in the western region of Ohio, Army of the Ohio in Kentucky, Throughout 
a region known for its strong anti-slavery 1862 and 1863, he campaigned across the 
sentiments. At the outbreak of war, he raised Bluegrass state, Tennessee, northern 

a company of local volunteers, which joined Mississippi, and northern Alabama, 


the 3rd Ohio Vatunteer Infantry Regiment. participating in many of the battles. At 
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33 years of age, Beatty was older than the 
typical soldier who mustered into the army 
in 1861, and at 5 feet 11 inches, he was taller 
than most mid-nineteenth-century 
Americans. He was thin, possessed dark hair, 
and wore a mustache, characteristic of Civil 
War soldiers, 

Like most soldiers, Beatty typically began 
his journal entries with comments about the 
climate, “The weather has been delightful, 
warm as spring time. The nights are 
beautiful’ is representative of the remarks he 
frequently made. The landscape was also a 
source of interest. ‘This is pecutiar country,’ 
he remarked while in Louisville, ‘there are 
innumerable caverns, and every few rods 
places are found where the crust of the earth 





appears to have broken and sunk down 
hundreds of feet.’ 

Beatty was also struck by the obvious and 
routine role that slavery played in the lives 
of the Southern people. Upon arriving in 
Louisville, Beatty came across a sign that 
read ‘Negroes Bought and Sold,’ and this 
struck a cord with the Ohioan. ‘We have 
known to be sure, that negroes were bought 
and sold, like cattle and tobacco, but it 
nevertheless, awakened new, and not by anv 
means agreeable, sensations to see the 
humiliating fact announced on the broad 
side of a commercial house.” To this he 
added, ‘These signs must come down.’ 

Beatty found camp life both rewarding 
and a nuisance. It was rewarding to enjoy 
the weather of the South and to hear the 
pleasantries of music under moonlit nights. 
‘The boys are in a happier mood, and a 
round, full voice comes to us from the tents 
with the words of an old Scotch song.’ Still, 
it was difficult to keep the men out of 
trouble. ‘The boys, out of pure devilment, set 
fire to the leaves, and to-night the forest was 
uminated.’ In August 1862, he wrote: ‘| am 
weak, discouraged, and worn out with 
idleness.’ Excessive drinking often brought 
retribution and insubordination from the 
saldiers, When Beatty arrested a halt-drunk 
soldier and strapped him to a tree for being 
insolent, the soldiers reacted scarntully, “it 
was a high-handed outrage upon the person 
of a volunteer soldier,’ Beatty observed, and 
the common saldiers never let their 
commanders forget they were volunteers. 

There were alsa casualties beyond the 
battlefield tor the saldiers of Beatty's 
regiment When a soldier got a letter trom 
home that his girlfriend had married 
sumeone else, Beatty reniarked that He news 
made this soldier ‘crazy asa loen. The poor 
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soul ‘imagined that he was in hcll, thought 
Dr Seves the devil, and so violent did he 
became that they had to bind him.’ Worse 
vet was the disease of the soldiers, 
particularly during the winter months. 
‘There is a great deat of sickness among the 
troops; many cases of colds, rheumatism, 
and fever, resulting from exposure,’ Beatty 
observed, ‘Passing through the company 
quarters of our regiment at midnight, | was 
alarmed by the constant and heavy coughing 
of the men. | fear the winter will send many 
more to the pyrave than the bullets of the 
enemy, for a year to come,’ [t surely did. 

Beatty also noted that the Union army 
had become a haven for runaway slaves. "We 
have much trouble with the escaped negroes 
.. the culared folks get into our regimental 
lines, and in some mysterious way are so 
disposed of that their masters never hear of 
them again.’ Near Murfreesboro, Tennessec, 
he remarked: ‘We have in our camp a 
superabundance of negroes.’ 

uring spells of boredam, Beatty usually 
turned his thoughts ‘to the cottage hoamie, to 
wife and children, to a time still farther 
away when we had no children, when we 
were making the preliminary arrangements 
for starting the world together, when her 
cheeks were ruddier than now, when wealth 
and fame and happiness seemed Iving just 
before me, ready to he gathered in, and 
farther away still, to a gentle, blue-eved 
mother - now jong gone - teaching her child 
to lisp his first prayer.” Religion often found 
expression in music and was a way for the 
men to escape the boredom of camp life. 
‘Surely nothing has the power to make us 
forget earth and its round of troubles as 
these sweet old church songs, faniiliar from 
earliest childhoad,’ conimented Beatty. 

Beatty read the newspapers and was 
particularly interested in the politics of the 
war. In July 1862, the Ohioan commented 
on the Confiscation Act passed by the 
Congress. ‘| trust the new policy indicated bv 
the confiscation act, just passed by Congress, 
will have a good effect.’ ‘Tt will, at least, 
enable us to weaken the enemy,’ he argued, 
‘and strengthen ourselves, as we have 


hitherto not been able to da.’ ‘Slavery is the 
enemy's weak point, the kev to his position. 
lf we can tear down this institution, the 
rebels will lose all interest in the 
Confederacy. and be too glad to escape with 
their lives... 

He clearly viewed the institution of 
slavery as the cause of the war and the root 
of the evils of Southern society. By the end 
of 1862, the Emancipation Proclamation had 
clearly changed the war. [n February 1863, 
Beatty remarked that the ‘army is turning its 
attention to politics somewhat,’ particularly 
when it came to Lincoin’s Proclamation. 
‘Generals and cotonels are ventilating their 
opinions through the press. [ think their 
letters may have a good effect upon the 
people at home, and prevent them fram 
discouraging the army and crippling 
the Administration.’ 

Beatty also wrote about commanders. bor 
the most part he likect his division 
commander, General Ormsby Mitchel. 
Mitchel was a professional and proper 
gentleman who ‘never drinks and never 
swears, and in Beatty's estimation twas 
‘indefatigable.’ But Beatty came to detest 
Don Carlos Buell tor his slowness in 
campaigning and for his apparent sympathy 
with the Southern people during the summer 
af 1862. Buell ‘is inaugurating the dancing- 
master policy, which was Beatty's sarcastic 
expression for Buell’s lethargy, which he 
deciared was the policy of an ‘idiot.’ 

Campaigning gave Beatty plenty of things 
to react to, not the least of which was the 
unexpected checring of citizens for the 
Unian seldiers. “We passed many fine 
houses, and extensive, well improved farms,’ 
he penned in 1862, ‘but few white peaple 
were seen. The negroes appeared tu have 
entire possession.’ The signt of a pretty 
woman warmed his heart. While marching 
in Tennessee, Beatty came upon a scene 
where ‘a young and very pretty girl stood in 
the doorway of a handsome farm-heuse and 
waved the Union flag. Cheer after cheer 
arose along the line; officers saluted, soldiers 
waved their hats, and the bands plaved 
“Yankee Doodle” and “Dixie.” ' ‘That Loyal 
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virl.’ he wrote, ‘captured a thousand hearts.’ 
Secing his first cotton field was given space 
in his dairy. 

Murfreesbory, Tennessee, was quite a 
place for beatty. le remarkect: 


Murfreesboro is aa aristecratic town, many of 


the citizens have as fine carriages as are to by 
seen i Ciicinati or Washinton, On pleasant 
week-day eveniigs they sonietiaes caine oul to 
witness the piarides. The ladies, so far as f car 
judge by a eliapse Shrowgh a carriage window, 
are richly ad clevantly dressed, The poor witites 
areas pour as rot, and tre rich are very rich, 
There is ao siabstantial well-to-do jtiddie class. 
The shaves are, bt fact, the mtidily class flere, 


By April 1863, however, Murfreesboro had 
undergone a transformation. The fine houses 
and trees of the city had been ‘cut or 
trampled down and destroyed.’ ‘Many trame 
houses, and very good ones, too," he 
remarked, ‘have been torn down, and the 
lumber and timber used in the construction 
of hospitals.’ Even the air had changed: 
‘There is a fearful stench in many places 
car here, arising from decaving horses 
and mules.’ 

Perhaps nothing caught Beatty's attention 
more than the ordeal of the battle. In 
February 1862, he wrote that although it was 
bitterly cold, ‘the conviction that a battle 
was imminent kept the men steady and 
prevented straggling.’ The evening before the 
Battle of Stone’s River (Murfreesboro) in 
December 1862, Beatty wrote: ‘To-morrow, 
doubtless, the grand battle will be fought, 
when I trust the goad Lord will vrant us a 
glorious victory, and one that will make glad 
hearts of ail loval people on New-Year’s Day.’ 
At one point during the battle, he glanced 
up to see a soldier who was heading to the 
back of the line struck in the back between 
the shoulders, killing him instantly. 

After the battle he walked the battlefield 
and found the dead and wounded scattered 
for miles. As he walked across the terrain. he 
commented: ‘we find men with their les 
shot off: one with his brains scooped out 
with a cannon ball: another with half a face 
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gone; anather with entrails protruding ... 
another boy lies with his hands clasped 
above his head, indicating that his last 
words were a praver.’ ‘How many poor men 
nivaned through the cold nights in the 

thick woods, where the first day’s battle 
accurred,’ he penned, ‘calling in vain ta man 
for help, and finally making their last 
solemn petition to God? 

The fact that Beatty survived the Civil 
War was a testament to his fitness as an 
officer and to a significant degree the result 
of simple luck. When he resigned his 
canunission in January 1864 and returned to 
Sandusky, the Civil War became central to 
his life. An evervday banker from Ohio who 
had witnessed the drama of the Civil War, 
Beatty was no longer an ordinary citizen. 


The world around war 





Societies at war 


The sectional conflict was an extraordinary 
military undertaking and the composition 
and conduct of Civil War armies revealed 
much about the communities from which 
they came. The 3 million men whe 
participated in the war came to appreciate 
the struggles of their local communities to 
sustain the war effort and their daily lives. 
While fierce battles ravaged the landscape, 
Americans North and South fought a war 
behind the lines that produced its own 
heroes, who distinguished themselves by 
performing the labor necessary to maintain 
the war effort. Shortly after the Battle of 
Stone’s River, New Yorker George Tempieton 
Strang summed up perhaps the Union’s most 
distinguishing advantage in the war. ‘It may 
have been indecisive,” he remarked in 
referting to the battle, ‘but our resources will 
stand the wear and tear of indecisive confict 
longer than those of slavedom, and can 
sooner be repaired.’ 


Economic and military 
resources 





Fora nation that was not prepared to wage 
war, in a short time Northerners and 
Southerners made effective use of the 
economic and technological advances 
afforded them by the industrial revolution. 
Thev forged these econemic weapons with a 
fighting determination that produced what 
has often been considered the first modern 
war. Economic and technological influences 
directly shaped the conduct of the war. and 
potitical leaders came to appreciate the role 
that the government could play in 
hamessing these influences. As the industrial 
revolution venerated massive quantities of 
goods, American manufacturers benefited 
from the purchase of arms and the wide 


array of other supplies needed to wage war 
an an enormous scale. 

Such changes also left an indejible mark on 
the home front. ‘On every street and avenue,’ 
commented a Chicuaye Tribune reporter, ‘one 
sees new buildings going up, immense stone, 
brick, and iron business blocks, marble palaces 
and new residences evervwhere manifest ... 
where the enterprise of man can gain a 
foathald.’ Shoes fitted for each foot, canned 
toads, and sewing machines all reflected the 
arrival of new technologies. Pennsvlvania’s 
iron industry increased its output of rails bv 
50 percent during the war, and Pittsburgh 
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became the nation’s leading iron producer. drawn wagons to transport supplies. This 
This increased production made possible the presented numerous logistical problems 
raising, supplying, and resupplying of the because the further the army marched away 
large number of troops in the field, 1n a war from its supply base, the more vulnerable it 
that was fought mainly by farmers on both became to enemy sabotage. In the summer 
sides, agricultural production actually of 1862, Don Cartos Buell required nearly 
increased between 1861 and 1865. This 15 miles (24km) of supply wagons to keep 
increase was due in part to an increase in his Army of the Ohio equipped and fed. 
agricultural machinery, which assisted What armies lacked in transporting 
Northern farmers in producing Dumper crops efficiency, they more than compensated for 
throughout the war. by effectively utilizing the telegraph during 
Throughout the course of the war, the the Civil War to assist in coordinating such 
quartermaster struggled to supply 2.3 million transport burdens. This communicative 
Union soldiers and | million Confederates device was another new technological 
who daily desired armaments and basic feature of the industrial revolution. From 





necessities such as bread, meat, shoes, and 
clothes. Factory production, North and 


re Thanks te the telegraph, armies were able to 
South, expanded to meet these military “us € THegrapn. armies WEE able 
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1861 to 1865 the United States Military 
Telegraph constructed some 15,000 miles 
(24,000km) of military lines. Due to a lack of 
aperators and wire, Confederates managed ta 
construct only about 300 miles 00km) in 
lines. In some cases, telegraph officers in the 
South were eniploved by companies in the 
worth. Telegraphic communications were 
particularly vital to the scattered armies in 
the Western Theater. From St Louis, Missouri, 
Henry Halleck was able to communicate 
with Buell in Kentucky and Grant in 
Tennessee. and ordered them to concentrate 
their armies during the spring ot 1862. 

More than any other advance in early 
modern warfare, the rifled firearms of the 
Civil War proved the most destructive. The 
devastation inflicted by this new firepower 
reduced artillery to the detense, rendered the 
open frontal assault suicidal, and made 
entrenching a battlefield a necessity. 
Although both sides embraced this tactical 
consideration, some gencrals stil! ordered 
franta) assaults throughout the war, Braxton 
Bragg ordered a dozen such assaults at the 
Battle of Shiloh against the Hornet's Nest. 
The result was mass slaughter. By the war's 
end, jt could be said that the rifled musket 
had caused some 60} Union regiments, and a 
higher number of Confederate ones, the loss 
of more than 50 percent of their men ina 
single engagement, 


The role of women 


Another noticeable sign that the war had 
wrought social change was evidenced by the 
new roles for women. Not only did Northern 
and Southern women enter factories, sewing 
roams, and arsenals, but also they tended 
farms and plantations, and became saloon 
keepers, steamboat captains, bunkers, 
teamsters, teachers, and morticians. Women 
also entered the war zone as nurses, clerks, 
and copyists, and some even disguised 
themselves as men and mustered into the 
ranks as soldiers. By 1864, Union women 
held down one-third of all the jobs in the 
manufacturing workplace. Still. they received 


lower wages than the men who had 
oreviously held those jobs. Although most of 
their employment gains did not endure after 
the war, as demobilizeal troops returned to 
the workforce, the wartime experience of 
women broke them forever out of the 
traditional domestic sphere. 

Women were also emploved as spies. A 
shrewd actress, Pauline Cushman. used her 
art well to play the part of a spy. Although a 
native of New Orleans, she had spent 
considerable time in the North and was 
devoted to the Linion cause. Because of her 
knowledge of the terrain and roads of 
Tennessee, Mississippi. and Alabama, the 
lederal government gave her employment. 
In the summer and fall of 186], she hunted 
for Southern sympathizers and spies in 
Louisville, and she would perform the same 
service in Nashville. In May 1863, as William 
Rosecrans Was preparing to drive Braxton 
Bragg out of Tennessee, Cushman was 
captured and sentenced to hang, but 
Managed to escape, For her services during 
the war. the soldiers called her ‘major,’ and 
granted her the accoutrements of the rank. 


Finances 


Both Union and Confederate governments 
pursued the same avenues to raise money to 
support the war, including loans, war bonds, 
taxes, anid paper money. [n the fall and 
winter of 186]-62, the Unian coordinated its 
economic and financial efforts to sustain the 
more than 600,000 soldiers in the field. Thev 
mobilized their resources and gave an 
organizational structure to financing the war 
effort. The Republicans in power met the 
demand for increased production by 
increasing the nation’s purchasing power. 
The Federal Congress passed the Legal 
Tender Act in February 1862, which 
authorized the issuance of $150 million in 
government notes (‘greenbacks’, as they were 
commonly known) that were to be used in 
nearly all transactions. [t also increased 
Inceme tax, imposed a series of excise taxes, 
and raised tariffs. President Lincoln relied on 





prominent Philadelphian lay Cooke to 
market war bonds. In 1863, the government 
passed the National Banking Act, atlempting 
to create a uniform national currency. and 
additional legislation follawed in i864 that 
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eliminated state banknotes from circulation. 
The Union continued to provide for its 
citizens on the home front by making 
western lands available to free white settlers 
in the Homestead Act, and in the Pacific 
Railroad Act provided governmental support 
for the canstruction of the transcontinental 
railroad that had brought about bleeding 
Kansas in the mid-1850s. 

As the size and substance of the Federal 
government increased, however, su the gap 


ion 





between the poor, the middle class, and the 
Tich widened, Clever and innovative captaies 
of industry, corporations. and business 
accumulated enormous fortunes from the war 
effort. Although the truly spectacular protits 
went to relatively few entrepreneurs, the 
Nourishing businesses, high dividends. and 
massive eniplovinent spread extraordinary 
prosperity throughout much of the Northern 
population. The New York Times remarked 
that, even while a war of herculean 
proportions was being waged, ‘the peaple ol 
the North hid never enjoved a better life.’ 

Such economic prosperity, however. did 
tH always equate with Nonest imentiions 
The Union government, with its newton 
prosperity, was more than ever vulnerable to 
corruption, Colonel Andrew Jackson Butler 
tbrother of General Benjamin Fb. Butler. 
commander of occupied New Orleans in 
1862) was believed ta be ane of Lhe most 
shameless cotter agents in the North anu 
South. Social crities naticed the war's ability 
1 tear at the moral tabric of society. 
Gambling. drinking, and prostitutian were 
among the most praminent acts ofa rclaxed 
atmesphere. A correspondent to fig Pies ot 
Londen conmmented that the war has 
Drought the levity of the American character 
out in bokd raliet ... The indulgence in every 
variety of pleasure, luxury, arid extravagance 
is imply shocking.’ 

The nature of the Southern ceonomy anal 
political alignments were not conducive to 
such nationalistic ctharts, and the fact that 
the war was being waged in the South 
suppressed the Visual displays of gratification 
that characterized Narthem cites. Within 
the first vear ot the war devastated factories, 
railroads, towns, and occupied cities such as 
Nashville and New Orleans, together with 4 
naval blockade, made Southern residents feel 
the severity of war Not ouly did the 
Wonfederacy lack the financial resources and 
stitutions to generate a financial plan, but 
isc the States resisteul giving the central 
goverdunent an increased power af the purse. 
Confederate leaders turned to war borids wind 
printing paper money to compensate for 
their financial deticiencivs. 


In 186] and 1862, the Confederate 
Congress approved the printing of over hall 
a biltion dollars, which accounted for more 
than 60 percent of the income of the 
(lontederate war effort. but abso brought 
dramatic intlation. Additionally, the 
Congress taxed consumer goods. personal 
income. and wholesale profits. Farmers could 
pay their taxes in ayricultural proutcts, 
Mnaawn das dé "tax amt kind. As tlie war 
progressed dad the financial resources 
wanted, citizens held auctions. cafes, and 
drawinws to raise money for the war ettort. 
However, veltiig the sapplies ta the treaops 
prove as aawivhdv as collecting them 
trom the civilian populace, ard otbeo tans 
at food rottedl because af thy obstacles in 
transporting it. 

Southern farmers were increasiiydy forced 
to shift tram cotton production ti loadstuifs 
and livestack. which cortributed ta the war 
etfart, bul nonetheless impoverished many 
whites. In March 1803. the Coutederil, 
Congress passed Lhe Linpressment vet whieh 
lesalized the militar seizure uf private 
supplies OF load craps. [response to the 
shartages goods and exorbitant prices. a 
bread riot broke out in Richmond im April 
1863. in the vary phase of the war the 
Southern popadave participated ia ptonics. 
barbecues, andl Quilting parties as ex pressians 
ab support fer the warn but as the contlict 
endured, it sitothered southern file und 
social occasions Decame. as ony fistartan 
argues. Slarvalion partives. 


Politics 


Although the Contecderale nation lacked the 
beaenarty syste) of its Northern 
counterpart, the Southern populace, 
nenetheless. remained divided potiticalh 
over issues relating to the central 
COVCTIMCNE'S efforts to Ware War Ne issue 
polarized the Southern populace mere Usan 
the Conscription Act of (862. Georgia 
Guavermor loseph &. Brown spoke fer many 
citizens in condemning the Act. ‘The Jate act 
a Conyvress. if executed in this State,” he 
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fumed to President Davis, ‘does grass 
injustice to a large class af her citizens, 
utterly destrovs ajl State military 
organizations, and encroaches upon the 
reserved rights of the State.’ 

The press never let Americans forget that 
the war was simply palitics by other means, 
The correspondents who followed the armies 
in the west, collectively known in the Union 
as the ‘Bohemian Brigade.’ a characterization 
of their freewheeliny lifestvies, kept 
Americans abreast of daily happenings in the 
army. At every turn, newspapers informed the 
Nation not only of the military implications 
of winning or losing the war, but alsa of how 
far societies were willing to po in sacrificing 
personal liberties for the cause, Although 
overwhelmingly pro-Confederate. the 
Southern press was divided in its attitudes to 
how the war was being waged. Many 
ediiars vehemently ilisagreed with President 
Davis’s handling of the war and bitterly 
criticized him. In the case of the Union, 
newspapers portraved potitical leaders as 
people who wanted to use the armies as a 
political tool, 

From the very onset of the crisis, however, 
like much of the Northern populace, Lincoln 
was torced to remain focused on the nature 
a the conflict and the conduct of his armics, 
The Presklent’s awn party was divided about 
what kind of war the Union should wage. 
Moderates hoped to preserve the Unian and 
keep the war limited. believing that this 
would bring about a more harmenious 
reunion once the contlict ended. Radicals, 
whose ranks constituted many prominent 
abolitionists such as the Pennsylvanian 
Thaddeus Stevens, considered the war an 
opportunity to refashion sacicty as a whole 
by emancipating slaves. Lincoln sought to 
placate residents of the Upper South, 
particularly Democrats of the region, by 
keeping the war timited te a conflict of 
armies, Democrats maintained their suppor 
for the Union as long as it remained the 
same Union throughout the war and neither 
exparided the war nor abridged the rights of 
the citizens, whether in the Confederacy or 
the Union. 


Emancipation 


By July 1862, however. the experience of the 
war and the reaction of Southerners to 
campaigning armies attempting to occupy 
vast Southern regions, particularly in the 
west, brought about a change in Unien war 
aims. Na longer content to respect the civil} 
guarantees of the Southern rebels, the 
Federal Congress passed the Confiscation 
Act. tt was a bold step against slavery, as it 
provided freedom for slaves of rebel masters, 
and it marked the turning point in the 
Union's attitude to emancipation as a 
precondition for ending the war and moving 
toward reunion. After the Battle of Antietam 
in September 1862, Lincoln issued his fermal 
Emancipation Proclamation, giving the 
South until f January 1863 to return to the 
Union or confront emancipation. [n the end, 
however, the President confided that ‘il | 
could save the Union withaut freeing anv 
slaves, | would do ith and if T could do it by 
freeing some ana leaving otners alone, | 
wad alsa do that. What | do about slavery 
and the colored race, [ do because 1 beheve it 
helps to save this Union.’ 

Like the pressure for emancipatian, 
opposition to emancipation manifested itselt 
in many ways throughout the remainder of 
the war. The situation in the west gave the 
Republicans most concern, particularly tn 
ineis and Indiana, where Democratic- 
comttolled legisiatures threatened to pull 
their troops out of the war unless Lincoln 
backed down on emancipation. Democrats 
apposed to cmancipation bemoaned 
Lincoln's handling of the war and cafled for 
ad negotitted peace to end the conflict. These 
‘Peace Democrats,’ dubbed Copperheads by 
thelr opponents, used the Emancipation 
Proclamation, conscription, Lincoln's 
suspension of the writ of Habeas Corpus, and 
the string of Union deteats in the east te 
build farmidable opposition against him. 
The most celebrated Copperhead was Ohio 
Congressman Clement L. Vallandigham, 
who was arrested for making anti-war 
comments during his campaign tor the 
vovernorsnip of Onio. 





Presdent Lincaic’s Emarcoatian Proclamanan broke the 
shackles cf the Southern slaves And upen this acl read 
the proclamator sncerely believed to be ar act ct 
jusiice. warranted by the Constitution upon miltary 
necessity ( invoxe the considerable jwdgement of 
mankind, and whe gracious faver af Almugnty God: 
(Hulton sett) 3 


Evidence that the war had brought 
significant social change could also be found 
in the fact that blacks were mustered into 
the Union ranks. Still, the lives of free blacks 
outside of the military remained relatively 
unchanged by the war. Coupled with the 
war's devastation of Southern infrastructure, 
however, within a few short months 
Southerners felt the markedly significant 
npact of emancipation. Aithough freedom 
had arrived with the Union army, in many 
cases it praved as much a curse as a blessing. 
A Union commander at Vicksburg witnessed 
a group of emancipated slaves. ‘The scenes 
were appalling: the refugees were crowded 
together, sickly, disheartened. dving on the 
street, nat a family of them all either well 
sheltered. clad or fed; no physicians, ne 
medicines, no hospitais; many of the persons 
who had been charged with feeding them 
either sick or dead.’ Like slavery, freedom 





had a price and aceording to the 
commander, ‘the great multitude were 
unprepared to work beyond supplying their 
inimediate necessities ... Their minds were 
not adjusted to the new situation,’ 

The longer the war lasted, the more 
striking was the evidence of loss. Suutherners 
experienced directly the severity of the 
Union’s aims, precisely because it was their 
slaves wham Lincoln emancipated. As the 
situation on the battlefront and the home 
front became more desperate, more desperate 
measures were enacted. Both governments 
enacted conscription during the war. The 
Confederacy was first to authorize such a 
draft in 1862, followed the next vear by the 
Union. Still, the absence of white males from 
the Southern economy took its toll early on. 
In an attempt to secure his sen’s release from 
the army, an elderly Southern father wrote to 
the War Department that ‘If you dount send 
him home | am bound to louse my crop and 
cum to suffer.’ At home, residents held 
Congregational prayer meetings, pleading for 
success in the war effort. 

In many cases, the Confederate soldiers 
appeared to many residents as the invading 
horde they were supposed to repel. In 
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January 1863, a Louisiana planter reacted 
with scorn when a Confederate brigade made 
his hame their campsite. ‘Our troops have 
stripped me, by robbery, of nearly every 
resource for living from dav to dav, & what is 
in reserve for me from the common enctmy, 
is vet to be ascertained,’ he remarked. ‘From 
a condition of ease, comfort and abundance. 
lam suddenly reduced to one of hardship, 
want & privationy.’ 

By the summer of 1863. southerners in the 
West had succumbed to a world the war made. 
Slaves experienced the dawning of a new dav, 
while whites tried in vain to escape the endless 
nightmare. As the Union armies traversed the 
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countryside in the west, they engaged in two 
fights - combat and occupation — winning 
both. Southerners experienced monumental 
tosses Of property, slaves, and homes, but 
they endured. it had become clear by this 
time that the revolutionaries had become 
victims of the revolution. 


Portrait of a civilian 





Kate Stone, 


a Confederate civilian 


Kate Stone was 20 vears old when the Civil 
War broke out. She was living with her 
widowed mother, five brothers. und vounger 
sister al Brokendurs, @ 1,200-avre conan 
plantation in martheast Louisiana, about 

30) miles (48kind northwest of Vicksburg, 
Mississippi. The Stones owned {50 slaves and 
their antebuilum plantation Bre imbued 
strong devotion to the Cantederite cause in 
[861]. Kate began writing fer dary in Mav 
1867 and it chronicles (he hardships she and 
her family endured until they were forced ta 
eave Louisiana as a result of che Vickslurg 
Ganpaizn in the summer of 1ae6.3, 

hn 86h, Kate was coming of age ane 
keenhy aware of the significunece of ber times 
ancl ot her own maturation as woman. The 
ware threatened fer family’s attluence and 
sacial status, and her chanees of marrige. 
She resenitent the fact that the Conteaderate 
army mobilized threes out of four white 
Makes in the South, ineluding her brother 
and unele, leaving behind niosth warmer 
and slaves to conduct the aflaitrs of economic 
and social tite. Kate was dissatistied with her 
palotion un the pilunitation. “When quieth 
our days are passing,” she commiserated. 
avhoen the whote planet is in such a state of 
leverish excitement and evervarhere There is 
the stir and mob of any fre - 0! to see and 
be dnt alt cb hate wear daws of inaction. 
She remarked. vel what cin women do but 
wat ane suffer?’ 

Although Kate recognized that lite would 
be difficult for the soldiers. rentarking: that 
‘They we to bear wh hardships, to brave all 
dangers, and to fuer death in every form,’ 
she soan feared titad the hente front coula 
he jtist as challenving as the battlefront. “We 
who stay behing.’ she wrote, ‘mav find i 
harder than they who go. They will have 
New scenes and constant excitentent to buoy 
them up and the consciousness of duty 


done.’ StUl the waiting and the monutany 
Were CKusperating. ONO war hews oT any 
other kind. Oh, this inactive fife when there 
is such a stirand excitement in Lhe sy 
world outside. [tis enough to run ane wild. 
Qh! to he in the heat and turmoil of it all, to 
Hive, ta Hye, not stagnate here. 

For Kate, writings Was a@ Way to participate. 
Rut as the war closed in on her world, she 
caine to Teel the attack, the occupation, anil 
the devastation of thousands of Southerners 
in the west. As carly as Mav i861, Kate 
commented that ‘Times are already 
ddreaciulhy hare.” 

The press made an impact on Kate, 
particularly because she came to believe that 
Narthern papers had terribly misrepresented 
the Sauth. ‘The Northern papers do make us 
mad! she commented in May TBot. “Wh 
will they tell such horrible stories about us?" 
ne of the most significant changes on the 
Hlantation was the change in attitude among 
the staves. “The runaways are mumerous ana 
hoki. dn June 1b6d, she wrote, “We Hive and 
mine that the Negros are suspected of an 
intention to spring of the tourth of next 
manth,’ 

Like thousands of Southern women, Kate 
found refuge ip prayer greups anal rekigien. 
In tate lune after an abunilant raitt, Kate 
remarked that the crops were thriving and 
that ‘The North cannot starve as. try as chev 
may, del Gaad will aid as ir our ryghitearus 
cause.’ “Mav bakywass be able to put may trust 
itt Cao ... satisfied that THe will order aur 
future as is best... We has given us wise 
rilers, brave anal successful venerats, vuliant 
dnl palriotic men ant united poopie. 
self-sacrificing atid wath had Crast in Creal.’ 

As the war nbesaids fosor to parthyast 
Laisiana. Kate's scorn ter te Yumkees 
increased. She reported on the sderifices of 
southern planters in late lanuary P8o2, 
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commenting that Confederate General 
Leonidas Polk had called on all the planters 
alonyz the Mississippi River to send their 
slaves to assist in fortifving Fort Pillow some 
40 miles (64km) north of Memphis. 
‘Separating the old family Negroes who have 
lived and worked together for so many vears 
is a great grief to them and a distress to us,’ 
she observed, After reading a January letter 
trom her brother, she came to the realization 
that ‘The manners in which the North is 
moving her forces, now that she thinks us 
surrounded and can give us the annihilating 
blow, reminds me of a party of hunters 
crouched around the covert of the deer, and 
when the lines are drawn and there is no 
escape, they close in and kill.’ 

Kate reported the fall of Fort Henry and 
Fart Donelson, and the capture of significant 
points in Kentucky, Tennessee, and Missouni, 
which ieft Vicksburg open from the North. 
She abhorred the sight of Federai gunboats 
on the Mississippi River only a few miles 
from Brokenburn. She lamented the fact that 
the southern approach to Vicksburg was 
opened by the fall of New Orleans, Baton 
Rouge, and Natchez. She was concerned that 
the loss of the river cities would ailow the 
Union army to ‘descend the Mississippi and 
get all the cotton they cam steal.’ Benjamin 
Butler's occupation of New Orleans in April 
1862 provoked a fierce reaction. ‘It made my 
bleod boil to ... think of New Orleans 
completely in his power.’ Kate hoped such 
losses Would inspire the populace. ‘Ail other 
tidings are gloomy but they have aroused the 
country with a trumpet call. There is the 
greatest excitement throughout the country. 
Almost everyone is going and going at 
once,’ she recorded. ‘The whole country is 
awake and on the watch — think and talk 
only of wae.’ 

By the summer of 1862, Kate's daily 
entries focused almest exclusively on 
military affairs. She was beginning to 
comprehend the significance of the Union 
victories of the spring. ‘The merchants arte 
selling only for cash and that cash is hard to 
get, unless we can do as they seem to be 
doing in the towns — make it,’ she observed. 


She also wrote of the tension that 
conscription caused in the Contederacy. ‘The 
conscnption has caused a great commotion 
and great consternation amang the shirking 
stay-at-nomes. “Around here many are 
deluding themselves with the belief that the 
calf will not be enforced in Louisiana now 
that New Orleans nas fallen and Vicksburg is 
threatened.’ “We earnestly hope these coward 
souls will be made to go ... Not a single man 
has joined for the last two months.’ 

The surrender of Nashviile and the river 
forts, and much of the Mississippi River. 
made Kate realize that ‘fair Louisiana with 
her fertile tields of cane and cotton ... lies 
powerless at the feet af the enemy.” ‘Though 
the Yankees have gained the land, the peapie 
are determined they shall not have its 
wealth, and trom every plantation rises the 
smoke of burning cotton,’ Her own family 
burned $20,000 worth in May 1862. 
Although the planters looked upon the 
burning of cotton as almast ruin to their 
fortunes, it must be done for the cause, she 
argued. As the Union soldiers pressed on to 
Corinth, Mississippi, Kate invoked the 
Almighty te produce Confederate success in 
the west, writing in her diary: ‘Grant a 
victory, Father, we prav.’ 

Plagued by shortages of food, clothing, 
and medicines, Kate watched with scorn as 
the Uinion army threatened to close 
Vicksburg in the summer of 1862. ‘It seems 
fropeless to make a stand at Vicksburg,’ she 
wrote. ‘We only hope they may burn the city 
if they meet with any resistance.’ ‘How much 
better ta buen our cities than iet them fail 
into the enemy’s hands.’ It seemed that Gad 
had answered her prayers as the Confederates 
blocked Federal attempts to lay siege to 
Vicksburg in the summer and fall of 1862. 

While Kate was entertaining Confederate 
soidiers at Brokenburn on Christmas Eve 
1862, General William T. Sherman with 
30,000 men arrived at Milliken’s Bend, only 
a few miles awav. In the winter months, his 
troops swarmed the plantation, confiscating 
horses and supplies, seizing slaves to work 
on anew canal and encouraging others to 
leave their masters. On 26 January 1863, 


‘preparing to run from the Yankees,’ Kate 
tucked her diary away in the bottom of a 
packing box, ‘with only slight chance of 
secing it azain.’ After going for more than a 
month without writing an entry, she opened 
the dairy and wrote of the chaos and 
Violence around her. Such was the violence 
that she wrote in March, ‘For the Jast twa 
davs we have been in a quiver of anxiety for 
the Yankees every minute.’ When the 
Yankees carne on 22 March, she wrote that 
“The life we are leading now is a miserable, 
frightened one — living in constant dread of 
great danger, not knowing what form it 
may take, and utterly heipless to 

protect ourselves.’ 

While she was visiting a neighbor, an 
arined slave seized Kate, her little sister, and 
several other women, forced them inta one 
room, and held them at gunpoint while 
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other slaves looted the house. Though Union 
authorities forbade planters to leave, this 
incident convinced Kate’s mother that the 
family must ce. 

With only the clothes on their backs, the 
Stanes lett Brokenburn on a cold March 
night. When the tamily reached Deihi, 
Louisiana, they found the chaos of a fleeing 
countryside, ‘everybody and everything,’ 
Kate wrate, ‘trying fo get on the cars, all 
Necing from the Yankees or worse still, the 
Negroes.” Despite the confusion, the Stones 
finally got on the train and reached Monroe, 
80 miles (J30km) joland from the 
Mississippi. There they spent seven weeks 
before they continued their trek to Texas. To 
add to Kate's despair, news came of the death 
of her brother Walter in Mississippi two 
months earlier. The family would spend the 
remainder of the war in Texas. 


How the period ended 





The promise of summer 


Rv the summer of 1863, the war in the 
Western Theater had produced significant 
changes. Thousands of soldiers had fought 
several major battles in the Upper South 
states. which ultimately kept Missoun and 
Kentucky in the Union. The North couls! 
boast of @ serics of military sucresses, 
iicluding the tall of farts Henry and 
Daneison, the victories at Shiloh, Pereville. 
luka. and Stone's River, and the capture and 
occupation of Nashville, Corinth, Meniphis, 
New Orlaans, fort Eludson, and Vicksburg. 
The cumulative cttect of these vietartes 
brought tremendous coonamic hardships to 
Many Confederates and transtornted the 
character of the war. 

The Confederate war effort in the west 
wis trapped in a tunmultuads evele that onty 
got worse as the war continued. bo he 
successful against the Union armies in the 
west, Che Clontederate government had to 
resort to coercive measures that centralized 
its authority aver the states. [nese measures, 
however, became counterproductive and 
increased disvontent among SGuieherners. 
whith eroded the morale and strength of the 
Vers armies that the controls were designee 
ta benefit. Some soldiers began to feel that 
the danwer in the rear was worse than the 
danger in the front. Southern soldiers, 
particularly those i the Arms of the 
Tennessee suchas John Miigee. were weary of 
the war ‘This news [Vicksburg] causes it 
depression of spirits in Ue whale army,’ 
wrote Magee in July. 

The campaigns in the Western Theater in 
the first two vears of the contliet proved 
invaluable tor bath armies. With tremendous 
military experience that few officets on 
either side could boast of. Albert Sidney 
Johnston emerged early as the savier of the 
west, 2 hero of the republic ot Texas, the 
United States, and ihe Confederacy. Jettermen 


Davis reterred to him as the ‘great pillar of 
the Contederacy.’ in many respects he had 
heen aimilitary idol, and tis death at Shiloh 
lvtt a significant void in the Confederate 
high commana, Brasten Brae said at the 
tinte that “No ane calise probably 
contributed so greatly to aur loss of time, 
which was the Joss of success, as the fall of 
the commanding general” Whether the 
autcome of the hattle would have been 
difterent tad fahinston lived, his death was a 
turing point in the war in the west. ‘Death 
an the battlefield, after taking Grant by 
surprise made ln a martyred genius 1 
Southern eves,” argued one sebolar: it 
‘placed u hala drown his head,’ 
complained Beatiregare. 

Thanks to an effective use of combined 
military operations, [ne Unio held u 
listinet dlvantage in the Western Cheater, 
dnd the experience of war produved an 
Invaluable lesson tor conducting the war. 
Nobonly had the Crien combiied army and 
naval operations suceessfilix, but alse it 
leared that conducting half-hearted 
campaigns desipned to achieve a harmonious 
paave was losing them the war Ata lite 
when polices makers were beginiiing Ler see 
Lhe advantages @f expanding (he war, 
Linkoln and the North found in Garant the 
miefitars tere they had been Seching to wage 
amere vigorous war Phouh vir awesomedh 
COMMON man. as some characterized him, 
after Vicksburg the commander's star 
rose ragpucdly, 

Crranit aise: teund in William [Sherman a 
commander in whom he placed much 
confidence in carrvinye out the same kind of i 
walt, Fhe two commitniders had proven that 
they could fear from the experience af war, 
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and thes supported the lotal commitment ta 
bringing defeat to the Canfederayy, Both 
mere thay willing to have their men take 
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war oan the Sauih, mot just its armies. Ata 
time when the Northern econeamy and 
leadership had hamessed the industrial and 
technological advances, they had military 
commanders who would utilize these 
resources and bring the war to a close. 

By luly £863, the war seemed alimast 
endless for Southern soldiers. Morale was 
rapidiv plummeting in the Confederacy due 
lo military setbacks. Grant had eliminated an 
entire army from further military action, vet 
had sustained fewer than 10,000 casualties 
himself. Such exploits causedt Treasury 
Secretary Salmon 2 (chase ta remark to 
Massachusetts Governar William Sprague, 
‘Gur military prospects now iook really 
bright.’ ‘The people ail along the 
[Mississippi] River, and throughout the 


Western Mississippi are abjectly submissive.’ 
Although most Confederates were still 
committed to Southern independence, thev 
increasingly turned against the Davis 
administration. The fall of Vicksburg eroded 
the solidarity of purpose between the civilian 
populace and Confederate authorities, 

The Confederacy could win the war if they 
went on the offensive and frustrated the 
Union armies on the field. Victory in the 
west might turn the Northern populace away 
from the Lincoln administration and force 
political jeaders to consider a nevotiated 
peace. Though the Union held the upper 
hand in the west in the summer of TRGS, 
only time would tell if they could sustain 
their domination in the occupied zones while 
fighting the Rebels on the field of battle, 
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